











AVOID HANG-UP on Ramps or 
Dockboards with MOTO-TRUC’S 


Action 











Solves Low Underclearance 
Problems On Pallet 
And Outrigger Trucks 


Because of low underclearance, pallet and outrigger trucks 
sometimes get stuck on the crown of ramps, dock boards, or 
sills. If you're faced with that problem in your plant or on 
your loading dock, Moto-Truc's Jack-Knife Action is the an- 
swer . .. it makes your Moto-Truc ‘‘Walkies’’ more useful 
than ever! 

A simple, pushbutton controlled, hydraulic adjustment of 
the hinged frame gives you that extra clearance needed to 
take the truck over the crown of a ramp without hanging-up. 

You can have this inexpensive feature included on your 
next Moto-Truc pallet or Hi Lift Stacker at only a slight addi- 
tional charge. Increase the operational range of your trucks 
without sacrifice in capacity or load handling ability. 





Ask for Jack-Knife Action on your Moto-Truc pallet models, 
too! Get that extra lift that lets pallet and truck clear the 
crown of ramps. Let this low cost feature solve your under 
clearance problems. 


Write for Complete Details: 


Call your local Moto-Truc representative or write for complete 
details and prices on Moto-Trucs with Jack-Knife Action! 





ANOTHER EXCLUSIVE MOTO-TRUCK FEATURE 


Largest Exclusive Manufacturers of 
“Walkie” and ‘‘Small Rider’ Type Trucks. 


The MOTO-TRUC Co. 


Circle No. 1 on Card, Facing Page 55, for more information 





*“Walkie”’ type Moto-Trucs are also 
available in these same basic models. 
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1,000 NEW SHIPMENTS A MONTH-—THE BIG SWING IS TO PAN AM! 





Your goods are“ babied all the way 


With the Pan Am Profit Lift, every shipment travels 
“first-class” in the world’s most modern air fleet! 


With Pan Am Clipper* Cargo, even the most delicate ship- 
ment is “babied” abroad in pressurized and temperature- 
controlled planes! 

Result: your goods arrive in showcase condition. 

Modern equipment — including the new transatlantic Jet 
Clippers—is just one of the five “extras” offered by the Pan 
Am Profit Lift—the most economical shipping service avail- 
able from ANY overseas cargo carrier. 

FASTEST DELIVERY TO ALL THE WORLD. No other 
airline can match Pan Am’s number of direct flights to all 
6 continents. No other airline offers Pan Am’s extensive 
coverage of world air routes. Result: no unnecessary trans- 
shipments, no time-wasting layovers. 

WORLD’S FASTEST, SUREST RESERVATIONS. You can 


check available space on any Pan Am flight from the U. S. 
in just 4 seconds, thanks to “PAT”— electronic Pan Am 
Teleregister. Reserved or unreserved, all Clipper Cargo is 
expedited. 

WORLD’S MOST EXPERIENCED AIR CARGO CARRIER. 
Pan Am handles over 90% more overseas cargo than any 
other airline. Expert handling spells an end to lost shipments, 
laborious tracing, costly delays. 

“DOORSTEP” SERVICE FROM ANYWHERE IN THE U.S. 
If your town has a highway, railroad or airport, you can 
ship overseas by Pan Am. Just call your cargo agent, for- 
warder or nearest Pan Am office. 

It all adds up to the fastest, surest, easiest way to ship abroad. 
So why don’t you, too, join the big swing to Pan Am? 

All it takes to make that next shipment the smartest shipment 
you ever sent is a phone call to your cargo agent, freight 
forwarder or Pan Am today. 


PAN AML 
CLOPPeER CARGO 





*Trade Mark, Reg. U. S. Pat. Off. 
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FASTEST DELIVERY TO ALL THE WORLD 








Does safety contribute 





R. W. Anderson poses with the Operating Vice-President's Safety Award 


to better freight service? 


On the Rock Island, Yes 


to quote R. W. Anderson, Arkansas Division Superintendent 


It is a known fact in railroading that there is a definite 
corollary between safety and performance. The better the 
safety, the better the performance. 

“For one thing,” says Mr. Anderson, “a good company 
safety record attracts better personnel. And better per- 
sonnel means a smoother operation. For another, we’ve 
found that when our people are conscious of their own 
safety, it rubs off on everything they do—including the 
safe and efficient handling of freight. 

“On the Arkansas division—just as on every division— 
we put tremendous stress on safety. As a matter of fact, 
this division has won the Vice-President’s Safety Award 
two of the last four years. We have found awards to be an 
excellent means of stimulating system-wide interest in 
safety. Rock Island operating personnel, moreover, are 
required to take regular examinations on operating rules, 


which, by and large, are based on common-sense safety 
rules. In addition, each district has a safety officer, who 
carries the programs of the Superintendent of Safety to 
the divisional level. 

“You can’t take safety for granted. People’s instinct for 
self preservation isn’t strong enough. You have to stress it 
continually. Safety campaigning on the Rock Island, just 
as in our customers’ companies, is an endless job.” 

Has the Rock Island’s emphasis on safety paid off? 

“Our safety performance has consistently improved 
year after year,” says Mr. Anderson. “And this is as it 
should be. For we have an obligation not only to our 
people to make their jobs safe, but to our customers to 
deliver their freight safely —and on time. The two go hand 
in hand, and we're proud that our record in both is one of 
continuous improvement.” 


if you have any comments, pro or con, regarding our rates or services, we invite you to discuss them with your Rock Island traffic representative. 
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AIR FREIGHT EXGLUSIVE 


Personalized service by United Air Lines means 
satisfied shippers, more efficient shipping 


Air freight service by United Air Lines is personalized just for you. Guaranteed space 
is yours for the asking, and your shipments always receive the personal attention 
of United Cargo Representatives. Handling procedures, too, are custom-tailored 
to each kind of cargo. And freight is monitored every minute and mile of the way. 


AND MORE “EXTRAS”’ FREE BOOKLET 

R . a . Z Tells how United Air Lines Air 

Reserved Air Freight guarantees Mainliner® and Cargoliner flights Freight provides better service 
space at the regular rate on any both carry freight, and assure you a tamer om “ — 
Tnita ; ; ¢ rwhora . ; -c acity carvic ust write to Uargo sales ivi- 
United flight going anywhere. of frequent high-capacity service. sien, United 26¢ Lines, 98 Sent 


Wabash Avenue, Chicago 3, Ill. 


unrreo: 


2000-community service lets you Door-to-door service is another 
reach more major markets direct convenient United feature for 
than on any other single airline. minimum handling and top speed. 
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REA Reorganization Plan Fails 
To Receive Approval of Owners 


The reorganization plan recom- 
mended for Railway Express 
Agency by its Board of Directors 
has failed to gain the unanimous 
support of the agency’s owners. 

William B. Johnson, president of 
REA, in a statement on the failure 
of the 178 railroads to agree, ex- 
plained the Board’s action on sev- 
eral other programs. The question 
of the purchase of the business by 
outside interests—Lehman Broth- 
ers, United States Freight Co., 
and others—was considered by the 
Board. It was not referred to the 
individual railroads because there 
were negative votes. 

A new plan proposed by the com- 
pany’s management will be acted 
upon by the railroads early in July. 


Santini to Head New Group 
Of New York Export Packers 


Martin L. Santini, vice presi- 
dent of Santini Brothers, Inc., re- 
cently was elected president of the 
Export Packers Association of New 
York, Inc. 

Other officers of the newly 
formed organization are Murray 
Lehman, Export Packing and Crat- 
ing Co., Inc., vice president; Ralph 
King, Safeway Export Packing Co., 
treasurer; and Sol Shoiock, State 
Cooperage Co., secretary. 

The directors are Ben Eicoff, 
Metro Export Packers; Morris 
Smolkin, Franklin Repacking 
Corp.; Marvin Ratner, Rentar 
Packaging Co., Inc. and Stanley 
Hutcher, Hutcher’s Export Pack- 
ing Co., Inc. 
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ATA Freight Claim Council Discusses Ways 
To Prevent $16.5 Million in Loss, Damage 


More than 175 trucking freight claim experts from the U. S. and 


Canada met recently in Detroit in an effort to reduce the $16.5 million 
annual loss and damage figure. 


It was the 22nd Annual Membership Meeting of the National Freight 


DA— 


Sales of wirebound contain- 
ers for April 1959 were 28.4 
per cent greater than they 
were in April 1958, L. S. Beale, 
secretary, reported at the re- 
cent meeting of the Wirebound 
Box Mfrs. Assn. For the first 
four months of this year, Beale 
said, sales ran 13 per cent 
ahead of 1958. 


TOC Presents Annual Awards 





J. Robert Cooper (second from 
left), president of the American 
Trucking Associations, Inc., pre- 
sented an Achievement Award to 
Saul Burten, past-chairman of The 
Operations Council, at the TOC’s 
llth Annual Meeting. Certificates 
of Merit were presented to Dave 
Pagett (second from right), vice 
president-operations, Yellow Tran- 
sit Freight Lines, Inc., and John 
Bergstrom (right), general man- 
ager, Trans-Continental Div., Con- 
solidated Freightways 


Claim Council of the American Trucking Associations, Inc. Professor 


Mart I. Fowler, director of indus- 
trial research, Purdue University, 
was a guest speaker. 

He said that the claim agent pro- 
fession is currently “crossing a 
major frontier between the trial 
and error of claim agent knowledge 
and techniques and planning.” 

“The claim agent is a fact-find- 
ing industrial technician, who ana- 
lyzes and surrounds all of his em- 
ployer’s or client’s problems having 
to do with the preparation, the stor- 
age, the shipment, and re-shipment 
to the consumer’s point of use,” 
the speaker said. 

G. G. Weinstock, director of in- 
surance and claims of Yale Trans- 
port Corp., spoke on the rapid 
development of closed circuit tele- 
vision in the trucking industry. 

J. Robert Cooper, president of 
the ATA, reported on claims prog- 
ress to date. The trucking industry 
has reduced freight claims by 38 
per cent since 1946, he said. 


The trucking industry reg- 
istered a gain of 15.6 per cent 
in intercity tonnage during the 
first quarter of 1959 as com- 
pared with the same period a 
year ago. The ATA reports 
the index for 1959 reached an 
all-time high of 206—17 points 
above the previous first quar- 
ter high set in 1957. 

(Please Turn Page) 








Rail Official Asks for Aid 
In Averting Car Shortage 


A railroad official called on Con- 
gress recently asking that tax law 
adjustments be made to help avert 
a possible freight car shortage. 

Harry J. Breithaupt, Jr., general 
attorney of the Association of 
American Railroads, said the car- 
riers’ diminishing supply of cars 
“is due to one fundamental cause 
—the lack of money.” 

Testifying before the Subcom- 
mittee on Freight Car Shortage of 
the Senate Committee on Interstate 
and Foreign Commerce, he sug- 
gested two changes. 

The income tax law should be 
amended, Breithaupt said, to give 
railroads a more realistic write-off 
period for new investment. The sec- 
ond bill would let railroads set 
up construction reserve funds on 
which taxes would be deferred if 
the funds were spent within five 
years for new facilities. 


A rehearing opened rece ntly 
before the ICC on the question 
of whether the Sealdtank con- 
tainer is a package which a 
general commodity carrier may 
haul. An earlier ruling stated 
that the tank converted the 
truck to a tank vehicle. 


Brown to Direct Progress 


Program of Regular Carriers 

Charles D. Brown, of Arlington, 
Va., has been named director of 
the Program for Progress of the 
Regular Common Carrier Confer- 
ence, American Trucking Associa- 
tions, Ine. 

The appointment was announced 
by Albert B. Rosenbaum, executive 
director, following the recent meet- 
ing of the Conference Board of 
Governors. Brown joined the Con- 
ference in 1953 and has been active 
in all of its programs. 


Chuting the News... 


(Continued from Preceding Page) 


NDT Fair at Monterey 


The Monterey Chapter of the 
National Defense Transportation 
Association recently sponsored a 
Transportation Fair. It consisted 
of a seminar, a parade, exhibits, a 
banquet, and a ball. 


Several States Change 
Motor Vehicle Equipment 


Changes in motor vehicle equip- 
ment requirements have been en- 
acted in several states this year, 
according to a survey by the Na- 
tional Highway Users Conference. 

Arkansas and Kansas have ap- 
proved bills to amend lighting and 
reflector requirements. The Kansas 
bill requires amber turn signals, 
the color recommended by the Uni- 
form Vehicle Code. 

Laws to legalize amber parking 
lamps have been enacted in lowa, 
Minnesota, Oregon, Texas, and Vir- 
ginia. 

A new law in New York requires 
drivers to dim headlights 200 ft 
before overtaking a vehicle travel- 
ing in the same direction. Wash- 
ington makes electric turn signals 
mandatory on vehicles manufac 
tured after Jan. 1, 1960. 

In California a bill has been in- 
troduced to prohibit registration 
unless a vehicle owner complies 
with anti-pollution exhaust and 
muffler requirements. An Arkansas 
law bans muffler cutouts and a 
Maine law _ prohibits 
noise. Connecticut also has enacted 
new muffler regulations. 

Maine has extended mudflap re- 
quirement to vehicles weighing 
6000 lb registered gross weight or 
more. A Vermont law 
splashguards on any truck or com 
bination with at least four tires on 
the rear axle. 

The U. S. Supreme Court has in- 
validated the _ [Iilinois 
splashguard law as an unreason- 
able burden to interstate commerce. 
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Eugene Caldwell (left), president 
of The Material Hand¢ting [rsti- 
tute, Inc., greeting C. C. Haddrei!, 
president, the MH Equipment Di: - 
tributors Assn., before Haddrel! 
spoke at MHI luncheon 


Lindsay Executive Director 
Of Local Cartage Conference 


James R. Lindsay, of Niagara 
Falls, N. Y., has been appointed 
executive director of the Local 
Cartage National Conference. 

At the same time, the LCNC an- 
nounced the appointment of Wil- 
liam E. Patterson as assistant ex- 
ecutive director. Barbara Jean 
Hood, who has been with the staff 
for a year, is the administrative 
assistant. 

The new executive director is an 
attorney. He received his Bachelor 
of Arts degree at Niagara Univer- 
sity and a Bachelor of Law degree 
from the University of Buffalo. 


Club 


The Eastern Division of the So- 
ciety of Industrial Packaging and 
Materials Handling Engineers re 
cently held a Ladies Night. Members’ 
wives enjoyed a gourmet dinner, lux 
urious corsages, gifts, and door prizes. 

The Delaware Valley Chapter, 
AMHS had a stag golf outing and 
dinner recently. 

Free beer was the order of the day 
at a recent Delta Nu Alpha, Chapter 
20, Indianapolis, Ind., meeting at 
Morgan’s Restaurant. 

A golf outing was enjoyed recently 
by members of the Traffic Club of 
Syracuse, N. Y. 
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New Officers of the AMHS 





New officers of the American Materials Handling Society are (left to right) 

Stephen C. Traudt, president; Neil A. Bryson, first vice president; Elton F. 

Reid, Jr., second vice president; Charles L. McCamey, treasurer; and Thomas 

J. White, secretary. The group held its 10th Anniversary Banquet recently 
in Cleveland 


Trucking Industry Program 
To Stress Year-Round Safety 


A new trucking industry safety 
program will stress a different as- 
pect of safety each month of the 
vear. 

Goley D. Sontheimer, director of 
safety of the American Trucking 
Associations, Inc., has announced 
an October opening for the cam- 
paign, which will be supported by 
39 state associations. Sontheimer 
said the program is designed “pri- 
marily to provide smaller trucking 
companies with an easily-imple- 
mented, effective safety program at 
no cost to them, and to supplement 
the programs of larger firms.” 


Briefs 


The Traffic Club of New York has 
moved into new quarters in the 
Grand Central Terminal Building. The 
rooms are completely air conditioned 
and include lounge, dining rooms, 
men’s grill, and bar. 

The Traffic Club of Denver had a 
golf outing recently at the Columbine 
Country Club. 

The San Fernando Valley Traffic 
Club elected officers and directors at 
a recent meeting. Officers are: Amos 
J. Brown, president; Thomas Becker, 
secretary; W. H. Larrabee, treasurer; 
and Roy Crum, Chairman of the 
Board. 
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Truckers Exhibit at Fair 

Service is the keynote of exhibits 
by trucking companies and freight 
forwarders at the 1959 Chicago In- 
ternational Trade Fair. Held in 
celebration of the opening of the 
St. Lawrence Seaway, the fair runs 
through July 18 at the Navy Pier. 
Among the truck lines and for- 
warders taking part are Interstate 
Motor Lines, Inc., Pacific Inter- 
mountain Express, and Inland For- 
warding Co., Ine. 


Legislative Line-Up 


Following is a brief summary 
of legislative items pending in 
Washington. The status reported 
is as of June 25. 


AIRPORT CONSTRUCTION — En- 
actment of an amended version of 
S. 1 was anticipated in June. The 
Congress scaled down its bill to pro- 
vide two years of federal aid to air- 
port construction at an annual 
amount of $63 million. 

DUAL RATES—Consideration was 
«iven by the House Merchant Marine 
Committee to continuation of public 
hearings, in Washington, on steam 
ship conference rates. 

HIGHWAYS—A financing plan t 
accompany H. R. 5950 was awaited 
by the House Public Works Commit 
tee. This bill would continue federai 
aid to road-building at approximately 
the rate set in 1956. The Ways and 
Means Committee is expected to pro 
vide the financing plan. 

ILABOR—Debate on labor union 1 
form legislation continued in the 
House Labor Committee. Then com- 
mittee had before it the Senate bill 
S. 1555, and other legislation. Some 
hope for approval of a stronger bill 
than S. 1555 was seen late in June. 

RAIL CAR RENTAL — One Dill, 
S. 1789, designed to improve the 
freight car supply and boost freight 
car use was ordered reported by the 
Senate Commerce Committee. The 
measure would allow ICC to establish 
incentive per diem rates. 

TAX REFORM—No action is 
scheduled now by the House Ways 
and Means Committee on H. R. 3000 
and 3001. These bills would change 
the tax laws, thus aiding business 
men. 





News Briefs 


Pacific Intermountain Express Co. 
has acquired a four-company group 
including freight forwarding and local 
cartage. Companies involved in the 
transaction are Pacific and Atlantic 
Shippers, Inc.; Panda Terminals of 
Illinois, Inc.; Panda Terminals of Cal- 
ifornia, Inc.; and B. C. Forwarding 
Co., Ltd., Vancouver, B. C. 

Bruce Motor Freight, Ine., Des 
Moines, Iowa, is constructing a $400,- 
000 terminal building in Roseville, 
Minn., at 2280 Hampden Ave. 

Japan Air Lines has established a 
weekly all-cargo flight linking San 
Francisco and Tokyo. Weekly sched- 
ule: leave San Francisco at 5 p.m. 
Saturdays; leave Honolulu at 3 p.m. 
Sundays; arrive Tokyo at 5:35 p.m. 
Mondays. Eastbound flights will de- 
part Tokyo at 8 p.m. Thursdays to 
reach San Francisco at 4:35 p.m. Fri- 
days. Times are local. 


Establishment of a Department of 
Merchandise Services, headed by 
George R. Johnston as general man- 
ager, is announced by Canadian Na- 
tional Railways. 

Ryder System, Inc., has contracted 
to purchase three firms, in different 
degrees. They are York Transport 
Companies, Houston, Texas; the car 
and truck rental-leasing fleets and 
other assets of Dixie Drive It Your- 
self System, Birmingham, Ala.; and 
the Indiana Truckleasing Corp., Fort 
Wayne, Ind. 

Paul F. Yount, executive vice pres- 
ident-staff of Consolidated Freight- 
ways, Inc., Menlo Park, Calif., re- 
cently predicted that advances in the 
use of containers would in time allow 
shipments of goods to go anywhere 
on a single bill of lading, moving by 
the most advantageous combination 
of land, sea, or air facilities. 
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FAST ACCELERATION --- GREATER TRACTION 


iicelaryololaiisremelieMmulel-eha-clale Mal -tohe me ololes MelelollaMelsloMole loli: me 

8, 16 or 24 hours a day requires a tremendous amount of power 
and drive. A fork lift truck must give superior service to meet the 
Taldg-tobiiate Mel -—uilelilolMhcelme tell elit alm eM lelalel(-Mulela-MelsleMiile]g-Meleloteh: 
— faster and faster. 


Ifo itieals:Misl-i olohod-1ei0) Migelatha-M tice) a M@a-teltl] d-to Ml CoM 1-1 i117 
severe duty cycles, Lewis-Shepard manufactures its own traction 
drive units — designed exclusively for rugged lift truck service 
Hi t-mal tena amelie mu isolate): Muelle am ole-taltiels 
gear drive, lubricated-for-life bearings 
braking system, rugged drive wheels 

veolale ME t(-1-1Malelts tise Mel a-Mrel-t3[e lal te Mek Melal— 
compact unit. Engineered with years of 

lift truck experience, this unitized drive 
eigen alot Muleh dil im igelaiha-Me-sicela mello ME ial 
optimum in travel speed and fast 
acceleration. All components are 

precision made for smooth, quiet operation. 













Natty olohod-1ei0) MigelaiielsMelena-mullicM@el c- 
one of the lifetime economies of a 
Lewis-Shepard truck. Specify the quality 
line — order a Lewis-Shepard truck 

the next time you buy. 









a. All Electric Heavy Duty 
Standrive Model E — 
Capacities to 4000 Lbs. 
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b. All Electric 24 Volt MN 
Aislemaster for Narrow 
Aisles. Lifts to 200”. 





LEWIS-SHEPARD 


The MASTER® Line — The COMPLETE Line of Materials Handling Equipment 





LEWIS-SHEPARD PRODUCTS, INC., 167 Walnut Street, Watertown, Mass. 
Please send me your complete L-S MASTER LINE Catalog 
Please send me information on Lewis-Shepard Truck: [] a. (]b. 


Please have an L-S Representative call 


EE Per Tre Pere rr rr rr TTT TTT Te TT eT BM escidtebsbkercediawnnssconneeenkwaewe 
COMpPANy coccsccccccccccccceccccseeee sess esses esses sess esses eee se esses sees esses esse ss esses esse eessseenase 
AGGIE sc cvccecccccceccevececeoeseoevesecegvoeccocesevceos PPTTTTTITTTCITTTITT TTT TTT Te 
CRY «ccvces PPTTTITITT TTT TTT TTT oceccdecceccecedsocecsesccececcd ORs cocMsccecnccswsecescoosececs 
Circle No. 2 on Card, Facing Page 55, for more information 
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Nuts and bolts, chemicals, canned goods 

ride straight through when you ship via Gordons. 
Call us today for second morning delivery 
between the most distant points shown below, 
and overnight service between many. 

Or call or write for our 

latest Routing Guide. 
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MANAGING DECATUR TRANSIT TRUCK LINE, INC. 


General Offices: Memphis, Tenn. 





DIRECT SERVICE 
FROM CHICAGO AND ST. LOUIS 
TO MOST MAJOR CITIES 


IN THE SOUTH 
BQ, 
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An “Odd-Ball’” Problem 


A certain TM we know is not happy with 
one of his best staff men. This fellow is bright. 
college trained, energetic, thorough, reliable: 
in short, a good and fast worker. But some 
bright people are “odd-balls.” This is one. 

He is about the most extraverted and unin- 
hibited fellow we’ve ever met. A hep cat's hep 
cat. Up in orbit yet, with a real gone beep. 
heep, beepitty beep. 

His dress is most casual: Gay sport shirts. 
baggy trousers, loud socks, suede shoes. 

He is quite witty. When we were introduced. 
he said, “| admire the fourth estate but make 
mine a fifth—sour mash bourbon.” 

His language is “off beat.” In fact. he in- 
vented a new traffic vocabulary. When he says 
“That’s for the birds,” it means “Ship via air 
freight.” “Roll it wide gauge” means “Ship via 
railroad.” (Or he may say “Roll it Oop.” which 
means “Ship via Union Pacific.” ) 

When he says “Bills screened.” you know 
that the freight bills have been audited. “Scoop 
the boxes” means “Unload the trailers.” A barge 
is a “surfboard,” and a warehouse is a “coop.” 
\ pickup truck is a “bitty box,” and a Carrier’s 
tariff is a “tip sheet.” 

He calls the TM “our leader.” and always 
vives him a mock salute. (Later, as we were 
leaving. we couldn't resist looking in his direc- 
tion. He was on the ‘phone, feet on the fly leaf of 
his desk. As a young lady walked by, he handed 
her a paper and made the salute. She acknowl- 
edged with a smile and took the paper into the 
TM’s office.) 

“I know he means to be funny, not insult- 
ing.” said the TM. “But the darn fool has no 
control. He'll do it in the presence of strangers 
and top management, as well as the staff. 

“How would you handle a guy like that?” 

Right off, we said we would spell out office 
rules, business etiquette He stopped us. 

“I went over that several times: talked to him 
like a dutch uncle. I even talked to his wife. 
hut she’s a real cool jitterbug, too.” 

“I don’t want to fire the guy. He's better 
than any two others I've got. For a while. | 


decided to live with him, like with my mother- 
in-law. But even she doesn’t embarass me the 
way this guy does. Oh, well . . . Sorry that | 
burdened you.” 


Readers, how would you handle this problem? 


Out of The Mouth Of Babes... 


It was so hot and sticky in the Philadelphia 
subway that everybody was limp and listless. 
At the 34th and 30th St. stops, groups of 
chattering college kids swarmed in and choked 
off the last bit of air. 

As we struggled to breathe, we tried to 
console ourselves with the thought that school 
vacations were about to begin. We closed our 
eyes and mentally pictured a tall, frosty. life- 
saving drink we would pick up as soon as we 
would get off. 

In the meantime, out of the babel a girl's 
voice filtered into our consciousness: “Those 
foreign politicians make fools of ours. When 
they want money, goods. or political support. 
they hint that the Russians are winning over 
their people with great gobs of gifts. They know 
that this will create a crisis in Washington. 

“Sure enough, in about the time it takes to 
count it, our foreign aid experts scoop up a 
million or two into the next plane and drop it 
into the foreign politician’s lap. Those smooth- 
nicks accept our money and goods as payment 
for their friendship. If we stop paying, they 
accuse us of not wanting their friendship. 

“If we are not their friends, then we must be 
their enemies. They hate their enemies so they 
will hate us. All because we put foreign gov- 
ernments on our relief rolls—instead of helping, 
their people to help themselves in the vital 
fields of farming, housing, health, education 
and industry. 

“How naive can our politicians be?” 

About this time we had to elbow our way 
out of the subway train. We forgot our dis- 
comfort. We forgot our drink. We thought 
only that the future of this country would be 
in good hands. 
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NERY FT20-24, 2,000-Ib, cushion tires 
°** with More Power — full 35 hp, most available in trucks this size. 
eeoeeeeereeee eee eeeeeeeeeeSeeeeseseSeeeeseeeee 


hE Ye Se FTB30-15, 3,000-Ib, cushion tires 
with More Traction, Balance, as well as power, to climb 
grades as steep as 40 percent, loaded. T ie) T H E £ & I T “ R 


efeeeweereeeeeaeeee ee eeaeeeeeseeeeeeeeseeese 


Alc A FTP20-24, 2,000-Ib, pneumatic tires 
eee with Bonus Strength where it counts — and 


i i unequaled, timesaving serviceability. 
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| NEWEST > LIFT TRUCK Spotting Marked Cars 
__ IN THE 2,000—3,000-LB CLASS | Toe The Editor: 


We are particularly interested in 
FTB30-24, 3,000-Ib, cushion tires pong te ponnsere | in a ge pacing 
i . ears for unloading when placarde 
with More Operating Advantages — has “Unload from this side or unload from 
outside turning radius of only 67 in. ~a real other side.” We recently received five 


space-saver! It’ i cars with such placards applied and 
. or’ Hts outstanding for operstor the railroad placed cars opposite with- 


comfort and convenience—safety, too. Avail- out inquiring, resulting in additional 
able with either POWER-SHIFT torque ont te us. We ie a ggecoge ones | 

i ‘ae and the railroad serving us does a 
converter drive or standard transmission. of our switching. 


See your Allis-Chalmers material handling | ,, They have no ruling as to liability. 















...and now the 


wense nee | 

















dealer for more information—or write direct. sentative should be notified by their 
Allis-Chalmers, Milwaukee 1, Wisconsin. nearest terminal who in turn should 
ascertain from the consignee how 

eta they wish cars to arrive. 


Will you please advise if the rail- 
road is responsible. . . 
I. J. Schmelz 
Traffic Manager 
River Raisin Paper Co., 
Monroe, Mich. 





The subject of contract law is in- 
volved. It is certain, for instance, that 
the railroad company would not be 
liable unless you have in the past re- 4 
lied upon some valid ruling, or due to 
past experiences and services the 
higher court may hold that the com- 
pany impliedly agreed to properly 
place the cars, or there exists an ex- 
pressed agreement, based upon valid 
consideration, under which the com- 
pany contracted with you to properly : 
place the cars. 

Take, as an example a later and 
leading higher court case (298 Pac. 
371) which involved theft of goods 
from a spotted car. The car had been 
properly spotted and the consignee 
had taken possession of same. But 
before it was fully unloaded night 
came and the agent of the railway 
company told the consignee that he 
would have to complete the unloading 
the following day. Then the agent 
placed a seal on the car. That night 
the theft occurred. After a great deal 
of testimony the higher court held the 
company liable because by its agent 
placing the seal on the car, the com- 
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THE MODERN WAY... 


The most modern line-haul equipment on wheels travels over the 9000-mile Ringsby 
System. New, custom-designed 40-foot high-cube vans... versatile open top and 
‘flat bed trailers...non-stop sleeper tractors assure the fastest transportation 
for your freight. Shipments flow smoothly at both ends of the haul with Ringsby. 
Pickup and delivery is speeded by two-way radio—terminal freight handling pany had taken legal possession of 
i§streamlined with automatic Towveyor equipment. Ship RINGSBY ROCKET... your | the car although it may have been 
: spotted on tracks owned by the con- 


freight moves constantly, quickly, safely, economically—the modern way! | os gnee 
Pe | It may be assumed that if the com- 
pany has in the past placed all cars 
| in due respect to the notifications on 





placards, the company may be held to 
have impliedly agreed to follow the 
same procedure. But assume that the 
company has in the past disregarded 
such notifications, and there is no law- 
ful and existing requirement that it 
TRUCK LINES, INC. properly place the cars, it is doubt- 
GENERAL OFFICES DENVER, COLO. ful that a court will hold the company 

liable. Leo T. Parker, DA Legal 


LINE OF TRE gesst te pee as Consultant. 
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Traffic Conference 


To The Editor: 

An article appeared on page 9 of 
the November, 1958 issue of DISTRI- 
BUTION AGE referring to National 
Small Shippers Traffic Conference. 

Issue referred to has been mislaid 
and I am asking if you will kindly 
let me have the name of the traffic 
manager of this group and also the 
address of this gentleman so that a 
communication could be addressed to 


him. 
L. M. MacPherson 
Traffic Consultant 


American Seating Co., 
Grand Rapids, Mich. 


The National Small Shipments 
Traffic Conference, Inc., is located at 
Suite 801 Mills Building, Washington 
6, D. C. Mr. Harry F. Gillis is execu- 
tive vice president of the Conference. 
—The Editor. 


Shipping Cooperatives 
To The Editor: 

I enjoyed very much the article by 
Mr. David M. Daly, “Where Do You 
Stand on Plan III?” which appears in 
your January issue. 

In this article, Mr. Daly mentions 
shipping cooperatives. Is it possible 
for you to give me more information 
on these cooperatives or direct me to 
the proper source? 

E. K. Schnitkey 
Traffic Manager 
La Choy Food Products, 
Archbold, Ohio 


We do not have an all-inclusive list 
of shippers’ cooperatives. However, 
you are probably aware that ship- 
pers’ cooperatives do not come into 
being by themselves, but are created 
by traffic men in an effort to hold 
down shipping costs. It may well be 
that there is enough interest in your 
area to initiate a cooperative to main 
volume points in the East or West.— 
The Author. 


Air Freight Terminal Opens 





Delta Air Lines recently opened a 
new air freight terminal at the At- 
lanta Airport. The 5000 sq ft struc- 
ture is of masonry and steel. Doors 
are electrically operated. A depressed 
ramp approach to the truck dock per- 
mits truck-level loading on one side 
of the building and ground-level floor- 
ing on the plane side 
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EQUALLY ESSENTIAL 


for Reliable Protection 
against 


FIRE, BURGLARY and OTHER HAZARDS 


ELECTRIC REGULAR 
PROTECTION SYSTEMS — INSPECTIONS, TESTS 


scientifically engineered and complete maintenance 
skillfully manufactured by specially trained 
expertly installed technicians 


and you get all with ADT 


e Central Station Services in principal 
y.\0)5 cities and surrounding areas. 
° e Elsewhere, ADT-Maintained Systems, 
direct-connected to fire and police headquarters. 


Controlled Companies of 


AMERICAN DISTRICT TELEGRAPH COMPANY 


A NATIONWIDE ORGANIZATION 
Executive Office: 155 Sixth Avenue, New York 13, N. Y. 


ONE 
STEP 
AHEAD 














Equipment, exhibits, or executives ...GLOBAL provides 
profitable, new ideas in moving that speed safe delivery, 
eliminate errors, cut costs! Let your GLOBAL agent 
keep your business moving “one step ahead” of competition. 
Call today! No obligation. 





UY 


General Offices: PO. Box 3313 Terminal Annex, Los Angeles 54, California 
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that shippers like- 


TO 22 STATES 
AND THE DISTRICT 


OF COLUMBIA 





Trailer freight gets a real lift with B&O TOFCEE 
service. Dispatch is quick, schedules are 
speedy, delivery is prompt, and reporting on 
trailers in transit is dependable. Route your 
next trailer via B&O TOFCEE. 


Ask our man! 


GEORGE E. DOVE, Manager Railroad Trailer Service, 
Baltimore 1, Md., Phone LExington 9-0400. 


BALTIMORE & OHIO RAILROAD 
Constantly doing things—better! 





bok 


Wy Ys Editor 





K we said, in the editorial, that the 
odd-ball was witty. Here are three 
samples: 


.. “Glasses have an amazing effect 
on vision—especially after they have 
been refilled several times.” 





... “God made woman after man 
because He didn’t want any advice.” 


. .. “Nothing improves ihe flavor of 
salt like a nice, big. thick, juicy steak.” 


FREE CHART: Delta Air Lines 
prepared a handy four-color “Air 
Cargo Service Selection Chart.” It’s 
worth having. 


... It's a quick reference indicator 
as to the most economical door-to-door 
air shipping service. It shows weights 
from one to 70 lbs. with distances up 
io 2400 miles. 


... It helps you decide whether io 
ship by air parcel post, air express, or 
air freight. Write Delta at Atlanta 
Airport, Atlanta, Ga. 


"PHONE CODES: You can get a 
handy chart of the new long distance 
telephone direct dialing codes by writ- 
ing to Ohio Seamless Tube Division of 
Copperweld Steel Co. at Shelby, Ohio. 


SALES: If you want to do business. 
or more business. with the U. S. Gov- 
ernment, write to Small Business Ad- 
ministration, Washington 25, D. C. 
and ask for “ABC of Selling to U. S. 
Government.” 


... The TM told us that his secre- 
tary tossed this one at the odd-ball: 
“Will you please go out and have your- 
self X-rayed? I'd like to know what 


people see in you.” 
COMPETITORS: Truck Freight Seles- 


man to Rail Freight Salesman: “Didn't 
I last see you in a bottle of alcohol?” 


REMEMBER: A smile increases your 


face value. 
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WG ‘awe Analysis Man reports... 








B.F.Goodrich “Wired” tires give 5 times the 
service of other makes, still going strong! 


Problem: Lift truck tires used at Toledo Concrete Pipe Co. blew out 
2 and 3 times a month, lasted only 6 months. The trouble was 
caused by scraps of wire reinforcing rods used in pipe construction. 
Tire and maintenance costs skyrocketed. 
Solution: The B.F.Goodrich Tire and Wheel Analysis Man studied 
the company’s complete materials handling setup—then recom- 
mended tires designed for this type of work: new B.F.Goodrich 
“Wired’’ tires. A special shield of steel wire mesh under the tread 
protects the tire body from punctures and blowouts. 
Results: ‘‘B.F.Goodrich ‘Wired’ tires have been in use 2% years and 
to date there have been no repairs,’’ writes Plant Supt. Raymond L. 
Edwards. In addition, the company has saved 200% on tire costs. 
This report is typical of the savings B.F.Goodrich TW Analysis 
Men can make for industrial tire users. Their services are without 
cost or obligation—their recommendations unbiased because 
B.F.Goodrich makes a complete line of industrial tires. To find out 
how you can save, mail the coupon today. A special consulting 
service is available to manufacturers of materials handling equipment. 






| The B. F. Goodrich Company | 

Department TW-781, Akron 18, Ohio 
I would like further information on your FREI 

s | 

| IW Analysis. 

| | 

| NAME sah _ | 

! COMPANY | 

| 

| STREET 

| IE | 

CITY ZONE STATI 

ELA  EIS BEEETS a 

Specify B.F.Goodrich 

\ B.EGoodrich | » tires when ordering 


' : new equipment 


mileage / 


BE G 00 drich industrial tires 
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Destination or 


Traffic Offices 


JZ Interchange 
Ha ye f \ C.&N.W 


CAR in 
Transit ‘ ; 
CAR-FAX 


REPORTING 
CENTER 


Traffic « Operating - Accounting 





As indicated in the diagram above, Car-Fax Re- 
porting Center receives constant information on 
the movement of every carload of freight moving 
over C&NW lines. This information is relayed 
to its destination or interchange and also to our 
traffic offices throughout the country. Up-to-the- 
minute location of any car is available by simply 
calling the C&NW traffic office nearest you. 





Car-Fax, North Western’s new and exclusive electronic 
car locating system, reports carload shipment progress as 
fast and as accurately as if you, yourself, were riding in 
the locomotive cab. 


lt works this way: Whenever a car passes check points or 
enters or leaves the North Western System, IBM ma- 
chinery speeds into action, detailing the move. If it is 
delayed, Car-Fax notes that, too. Almost instantaneously, 
car-coded information is processed and transmitted to all 
traffic offices concerned. 


Accurate information on your car of freight is available to 
you when you want and need it. In addition to location, 
Car-Fax notes destination, point of origin, routing, con- 
tents and type of car, number, date and time of move- 
ment ...data that can help you pinpoint deliveries to 
pre-plan production schedules or facilitate reconsignment. 


Use Car-Fax. Route your freight North Western and watch 
Car-Fax work for you. We’re sure you'll be delighted with 
this new freight service that gives you the score—now! 


CHICAGO AND NORTH WESTERN RAILWAY 
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You're paying for new trucks...why not own them? 


Times change. So does equipment efficiency. 


The new Clarklift fork trucks pictured above, for 


example, have been tested and proved to be 30% 
more efficient than the average truck in use today. 
Over four years of designing, testing, and field- 
proving has demonstrated time and again that 
Clarklift owners get a fast return on their invest- 
ment in extra production alone. 


And, of course, if you have old equipment, 
there’s the high cost of maintenance to consider. 
If your present trucks are frequently down for 
repairs, you’re paying dollars not only for the 
parts and labor involved, but you’re also paying 





for lost production, supply and shipping bottle- 
necks, poor use of manpower. It all adds up. It 
means you’re paying for new equipment every 
day ... but without owning it. 

A planned equipment replacement program 
is worth investigating. Simply write: Planned 
Replacement, Clark Equipment Company, Battle 
Creek, Michigan. We’ll 


arrange to have a repre- CLARK 
sentative call to survey q 
your operation and ex- 
plain the various pro- EQUIPMENT 


grams available. 





a 


UNTIL UNION PACIFIC BUILT STEE 


Trains of freight across the rugged West began with iron shod 
oxen, as relics and photos in Union Pacific’s museum of railroad- 
ing testify. 

Union Pacific ironed smooth the wrinkled lands to pioneer a 
level steel highway. This began the development of the West. 
Making the movement of freight across the West smoother and 
faster is a continuous project on Union Pacific. 

Here at the right, is a photo of a new transcontinental line of- 
fering an additional route through the high terrain in Wyoming. 
It increases and improves service for shippers on U.P. 

Likewise, new power units continue to increase the hauling 
efficiency of Union Pacific Railroad, moving freight even more 
smoothly and on faster schedules through the West. Union Pacific 
is the most experienced in the West. 
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SHIPPER DEMAND NOTED—Urban area 
growth will boost the demand for transportation 
efficiency, Neil J. Curry forecasts. Shippers will 
have greater influence on transportation develop- 
ments, in the view of the chairman of the Amer- 
ican Trucking Assns. Executive Committee. He 
believes shippers will not settle for anything less 
than coordinated carrier services. And he thinks 
truck transport will increase in importance to 
the U. S. economy. 


SHIP COSTS VIEWED—Excess tonnage in 
the form of old, high-cost vessels is producing the 
basic world shipping problem, in the view of 
Douglas Dillon, under secretary of state. He 
stated this belief during recent informal talks 
with spokesmen for West European nations. An 
adequate American merchant marine must be 
maintained for defense, he stressed. But he noted 
that ships under the U. S. flag move only 15 per 
cent of American waterborne commerce. 


CITES CARGO COSTS — Cargo handling 
costs must be lowered if the U. S. maritime indus- 
try is to survive, Ben H. Guill declares. Guill, 
vice chairman of the Federal Maritime Board, 
has called on the industry to face up to con- 
tainerization of cargo, despite its problems, in 
the attack on costs. He placed handling costs of 
a ton of cargo in the U. S. at $12 to $14. The 
producer and shipper in Europe pay less than 
half as much. 


PONDER SUBSIDY CUT—Transportation 
subsidies could be cut if the 10 per cent passen- 
ger fare tax is killed, Sen. Magnuson, D., Wash., 
has forecast. Chairman James Durfee, Civil 
Aeronautics Board, concurs in this view. If the 
tax is abolished, he claims, a rise in passenger 
traffic and, later, a subsidy reduction would fol- 
low. This tax brings in $215 million a year, Sen. 
Magnuson notes, but it discourages travel. 


HAS TRANSPORT PLAN—Combined ef- 
forts by carriers of different types could serve 
shippers best, ICC Commissioner Arpaia reasons. 
He envisions an offering of joint routes and rates 
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By Ray M. Stroupe, Chition Washington News Bureau 


and container delivery by motor, rail, and water 
carriers. Side loading and unloading of rail-borne 
containers would pare down much costly switch- 
ing of freight cars. This combined service would 
weaken the “fetish of separateness” in transporta- 
tion, the Commissioner says. 


CAR LACK ATTACKED—Hearings on the 
box car supply are being considered by House 
Commerce Committee Chairman Harris, D., Ark. 
He has introduced ICC-recommended bills to in- 
crease the availability of cars. Rep. Porter, D., 
Ore., who also sponsors a bill to combat the car 
shortage, says the supply might be 40 per cent 
below the lumber industry needs in the North- 
west this year. He lauds the ICC for keeping close 
watch on unloadings and urging car repairs. 


GENERAL ORDER DENIED — Shippers 
have been supported by the ICC in the dispute 
over carrier efforts to limit their liability on high- 
valued shipments. Motor and rail carriers’ peti- 
tions for a general released rate order were 
turned down. Truckers asked to levy an extra 
charge on shipments of $100,000 value, maximum 
($150 per package). Railroads proposed a $200,- 
000 maximum per shipment. But the ICC decides 
it cannot issue a general orders covering all cases. 


PROPOSES NEW STATUS—Congress was 
prompted by the U. S. Department of Interior to 
incorporate the government-owned Alaska R. R 
As proposed by the Interior Dept., the line would 
be under the Government Corporation Control] Act 
and managed by a seven-member board of direc- 
tors. This plan does not contemplate ICC juris- 
diction over rates and operations of the road. The 
ICC has asked for this authority, but the Interion 
Department has opposed the ICC request, fearing 
a rate rise would be required. 


BUSINESS RISE SEEN — Most container 
manufacturers contacted by the U. S. Commerce 
Department are optimistic about this year’s busi- 
ness. Some 85 per cent foresaw a 5 to 10 per cent 
gain in the half-year just completed, compared to 
the first half of 1958. 












If they're 
out of the way 
—and need it 
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IT’S THERE IN HOURS... 
AND COSTS YOU LESS! 


24 HOUR SERVICE...7 DAYS A WEEK... el 
HOLIDAYS T00! Your packages go anywhere Greyhound 7 ) 


goes...and Greyhound goes over a million miles a 








day! That means faster, more direct service to more 
t areas, including many places not reached by other 
public transportation. 


Packages get the same care as Greyhound pas- 
sengers...riding on dependable Greyhound buses 


on their regular runs. And you can send C.O.D., Col- 
2 lect, Prepaid—or open a Charge Account. 

Call your nearest Greyhound bus station or write to 

Greyhound, Dept. E7, 5600 Jarvis Ave., Chicago, Ill. 
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A 
Transportation 


Man Asks... 
Should I Buy 
Aluminum 
Or Steel 


Trailers? 


Q Does a Trailer have to be all-steel or 
aluminum? 


A At one time, you had to make a choice. Now, 
with the flexibility of Fruehauf’s new 1959 inter- 
changeable line, you can specify some components 
in steel, others in aluminum, to attain the weight 
savings you need at the price you want to pay. 
For instance, you can order aluminum frame 
crossmembers for a unit that is otherwise all-steel, 
for a major reduction in weight. Likewise, the roof 
bows, door facings, structural posts, and body 
panels are interchangeably steel or aluminum. 
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RUEHAUF |: 











New 1959 Exterior Post Aluminum VolumexxVan 


New 1959 Smooth Pan 
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Q Does Fruehauf flexibility add to the cost? 


A No—it saves you money! The actual inter- 
changing is done on the production line . . . at mass 
production prices! 


Q I’m no engineer. How do I go about mak- 
ing the best selection of components? 


A That’s easy. Just call your local Fruehauf 
branch. Once the Fruehauf representative knows 
the nature of your operation, and the price or weight 
you’re shooting at, he will recommend a Trailer 
that’s designed right and priced right for your 
specific needs. Give him a call today! 


For Forty-Five Years— More Fruehauf Trailers On The Road Than Any Other Make! 


World's Largest Builder of Truck-Trailers 


FRUEHAUF TRAILER COMPANY 
10944 Harper Avenue s 
SEND FULL INFORMATION ON FRUEHAUF'’S NEW, 


Detroit 32, Michigan 




















TRAI LERS 1959 INTERCHANGEABLE VOLUMEx:VAN LINE 
Name __ —s a Se ee ae oy 
: Company a ee a ctiainimemaiiils 
a _f Address____ = sina mnie 
y ; a oe J City Zone on 
Circle No. 7 on Card, Facing Page 55, for more information 
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Now, ship with greater safety for less cost with Firestone’s 


Air-Blok 






Jarring starts and jolting stops can’t harm 
lading cushioned by Air-Bloks. 


Air-Bloks are quickly deflated, rolled and 
tied with built-in straps for easy return. 








i 


se 


Air-Blok is easy-in, easy-out dunnage; one 


man can block entire car swiftly. 





Tough bladder is encased in treated canvas 
envelope for double protection. 


Put Firestone Air-Blok to the test. A few experimental shipments will 
show savings in every way. For information write Firestone Industrial 
Products Company, Noblesville, Indiana. 
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Circle No. 8 on Card, Facing Page 55, 


Air-Blok is a tough Firestone rubber bladder 
encased in treated canvas. It supports lading with 
a uniform pressure over the entire surface of the 
dunnage. It absorbs shock, takes up slack and 
tightens the load to assure delivery without 
damage. 


Air-Blok pneumatic cushions give lading maximum 
protection in shipment—save you the lost time 
and extra expense of filling the same order twice. 
Pneumatic dunnage has been proved in practice 
by the U. S. Army Quartermaster Corps. 


Air-Blok is the no-waste dunnage. You buy 
cushions once, use them repeatedly, and save 
more with each trip. Customers return the Air- 
Bloks instead of the cargo. 


Air-Blok lets one man block lading quickly and 
easily, lets cars load and empty faster. Labor costs 
come down, demurrage charges disappear. 
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BETTER RUBBER FROM START TO FINISH 


for more information 
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CHICAGO — 


"On 


These men add still another railroad to Chicago's 

vast transportation facilities! They know the Seaboard 
i thoroughly and can take care of your freight ship- 
| ments in the Southeast to your complete satisfaction. 
When you want Seaboard information — rates, 
+, i routing, car reports and any other freight facts, just 
4 3 pick up your ‘phone and talk to one of these experi- 
enced representatives. You'll like the way they follow 





the Seaboard 


| hd 


through in providing the kind of service for which 
Seaboard is famous. 

Perhaps you're planning to expand your plant fa- 
cilities in the Seaboard Southeast — the nation’s most 
promising region for growing industry. Let Seaboard’s 
staff pass the word along to headquarters, where 
detailed, factual plant site information will be as- 
sembled and sent you promptly. 


BALTIMORE, MD. 
BOSTON, MASS. 
BUFFALO, N. Y. 
CHATTANOOGA, TENN. 
CINCINNATI, OHIO 
DETROIT, MICH. 
HOUSTON, TEX. 
KANSAS CITY, MO. 
LOUISVILLE, KY. 
MEMPHIS, TENN. 
NASHVILLE, TENN. 
NEW ORLEANS, LA. 
NEW YORK, N. Y. 
PHILADELPHIA, PA. 
PITTSBURGH, PA. 

ST. LOUIS, MO. 

SAN FRANCISCO, CAL. 
TULSA, OKLA. 
WASHINGTON, D. C. 





... and of course at principal points in 
the six great states served by Seaboard. 


GEORGE T. F. SCHREIBER 
General Western Agent 





JOHN M. ENDERS 
General Agent 





y 


WILLIAM N. MERIMEE 
Commercial Agent 





JAMES M. RAYNER 
Commercial Agent 


Remember, a local telephone call and you're 


NATION-WIDE! OTHER SEABOARD FREIGHT 
REPRESENTATIVES ARE SITUATED IN: 


5-7 So. Calvert St. 
80 Boylston St. 


1524 Rand Bldg. 

1015 James Bidg. 

1803 Carew Tower 

1207 Lafayette Bidg. 
5610 Kenilwood 

1204 Fairfax Bldg. 

320 Heyburn Bldg. 

922 Exchange Bldg. 

830 Third Nat. Bank Bidg. 
914 Hibernia Bk. Bidg. 
1478 Woolworth Bldg. 
307 Transportation Center 
953 Union Trust Bldg. 
1921 Rwy. Exchange Bldg. 
P.0. Box 548 

5906 E. 26th Place 

1001 Connecticut Ave. 


“on the Seaboard!” 
STate 2-2195 
1460 Marquette Building 


Chicago 3, Ill. 


AIR LINE 


RAILROAD 


LExington 9-3920 
Liberty 2-4700 
MOhawk 7152 
AMherst 6-3758 
MAin 1-5061 
WOodward 2-8404 
REpublic 4-0738 
Victor 2-4747 
JUniper 4-3413 
JAckson 6-7067 
ALpine 6-7427 
JAckson 5-7888 
WOrth 2-1180 
Rittenhouse 6-8038 
ATlantic 1-1159 
MAin 1-1894 
(Belmont) LYtell 1-1229 
TEmple 5-3130 
REpublic 7-8287 
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Fraternity Officers Installed 





Installation of officers was held 


recently by the Denver, Colo., 
Chapter of Delta Nu Alpha. Front 
row, left to right, are: William H. 
Behr, Jr., secretary; Jack R. Scan- 
lan, president; Gail H. Crawford, 
retiring president; and Allyn N. 
Lockwood, treasurer. Back row: 
Vernon D. Gabe, first vice presi- 
dent; J. F. Holtzer, national Delta 
Nu Alpha president; and Morris 
Cooper, second vice president. 
Holtzer was the installing officer 


Carrier Safety Award 





The ATA President’s Trophy was 
presented to Pacific Intermountain 
Express at the recent ATA meet- 
ing. K. N. Beadle (left), director 
of safety and driving, accepted the 
trophy, a recognition of the car- 
rier’s over-all contribution to high- 


way safety. Welby Franz, first 
vice president of the ATA, made 
the presentation 


Men in the News 


Traffic 
C. J. Kraus—new traffic manager 
at the West Allis Works of Allis- 


Chalmers Mfg. Co. 

Walter J. Vukin—assistant GTM 
of Fruehauf Trailer Co., Detroit, has 
been admitted to practice at the bar 
of the ICC. 


Reynold A. 
Sandberg — ap- 
pointed south- 
western traffic 
manager of 
United States 
Gypsum Co. with 
headquarters at Dallas, Tex. 





Urban E. McFarland—assigned to 
the newly created position of general 
traffic counsel, Owens-Illinois Glass 
Co., Toledo, Ohio. Richard E. Knud- 


son—appointed general traffic man- 
ager. 
William J. Knorst—named execu- 


tive vice president and dean emeri- 
tus, College of Advanced Traffic, Chi- 
cago. Alex E. Berendt—newly ap- 
pointed dean. 


Transportation—Air 


Milton Patterson— named to the 
newly created post of cargo sales su- 
perintendent, Pan American World 
Airways, Pacific-Alaska Div. 

Keith Halliday—appointed to fill 
the new position of director of mail 
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services for the Seaboard and West- 
ern Airlines. 

Chan Gurney—served as a U. S. 
delegate to the 12th Session of the 
Assembly of the International Civil 
Aviation Organization at San Diego, 
Calif. 


—Highway 


Pierre DuBois—will represent the 
National Highway Users Conference 
in Colorado, Nevada, Utah, and Wyo- 
ming. His home will be in Salt Lake 
City. 

A. 8. 


Glikbarg—named president 


Coming 


July 12-15—Truck-Trailer Mfrs. Assn., Ith 
Annual Summer Meeting, The Home- 
stead, Hot Springs, Va. 

July 14-17—Allied Van Lines, Annual Meet- 
ing, Drake Hotel, Chicago. 

July 28-30—Air Freight Cartage Confer- 
ence, Chicago. 

Sept. 9—Southern Traffic League, Annual 
Meeting, Jacksonville, Fla. 


Sept. 20-23—Associated Traffic Clubs of 

America, Annual Convention, Baltimore. 
Sept. 23-24—National Small Shipments 
Traffic Conference, Annual Meeting, 
Chicago. 


Oct. 4-8—New York State Warehousemen's 
Assn., Convention, Whiteface Inn., Lake 
Placid, Whiteface, N. Y. 

Oct. I1-14—National Defense Transporta- 


of Pacific and Atlantic Shippers, Inc., 
freight forwarding subsidiary of Pa- 
cific Intermountain Express Co. 


—Rail 


Robert Byrne—promoted to sales 
manager of the Railroad Loading 
Equipment Div., Evans Products Co., 
Plymouth, Mich. 

W. R. Murphy—elected vice presi- 
dent and general sales manager of 
all divisions of the Sparton Corp., of 
Jackson, Mich. 


Materials Handling 


D. F. MeCarron—named vice presi- 
dent-sales for Globe Hoist Co., of 
Philadelphia. 


Edward J. 
Dwyer (shown)— 
elected president 
of The Electric 
Storage Battery 
Co., Philadelphia. j 
Elmer B. Ott— a 
becomes chairman of the Board. 





Bert E. Phillips—appointed acting 
general manager of Clark Equipment 
Co.’s Industrial Truck Div., Battle 


Creek, Mich. 

John G. Fenton—newly appointed 
president of Howe Scale Co., Rut- 
land, Vt. 


George R. 
Brockway 
(shown) — ap- 
pointed president 
of The Vac-U- 
43 mea =Lift Co., Salem, 

a AB i Ill. David Van 
Slyters—named sales promotion and 
advertising manager. 





George H. Woodland—elected to 
the Board of Directors of the Chain 
Belt Co. 

Walter C. Bass—appointed general 
sales manager of The American 
Pulley Co., Philadelphia. 


Events 


tion Assn., Annual Convention and Lo- 
gistics Forum, Olympic Hotel, Seattle, 
Wash. 
Oct.  16-17—Heavy-Specialized Carriers 
ea Hotel Biltmore, Los Angeles, 
alif. 
Oct. 18-23—American Trucking Assns., An- 
nual Convention, Statler Hotel, Los An- 
geles, Calif. 


Shippers’ Advisory Boards 


July 29-30—Northwest, Missoula, Mont. 

Sept. 21-22—New England, Poland Springs, 
Me. 

Sept. 23-24—Atlantic States, Rochester, 
N. Y 


Oct. 6-8—National Assn. Shippers Advisory 
Boards, New Orleans, La. 
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““Hold up that crew!” 


It means a lot to any shipper to know when his 
shipment will arrive. Especially in the perishable 
fruit and vegetable business it can be the difference 
between profit and loss. Take, for instance, a car 
load of early vegetables from the south, consigned 
to a northern city not long ago. 

The consignee knew his car was due and had 
arranged for a crew to be on hand for prompt un- 
loading. But late in the afternoon before the ex- 
pected early morning arrival the car had to be set 
out due to bad order. 

This information was immediately reported by 
CLIC—C & O’s all-teletype car reporting service — 
to the C & O traffic office at destination. 

The consignee’s office was closed but the manager 
was reached at home and informed of the delay. 


Later, he was given re-torwaraing intormation and 
rescheduled arrival time as automatically reported 
by CLIC. 

Here's what the consignee’s manager had to say: 

“In view of the advance information given about 
this car, I should like to commend a fine organiza- 
tion which is able to supply up-to-the-minute in- 
formation so necessary to successful operation in 
the perishable fruit and vegetable business. 

“Incidentally, that phone call from your perish- 
able agent’s office saved our firm a considerable 
sum of money in man hours and time and one half 
thus avoided.” 

Aren't there times when it would mean a lot to you 
to know where your shipment is at the moment? 
If it is anywhere on the C & O, CLIC can tell you. 


Would you like a copy of a booklet describing CLIC? Just write 


Chesapeake and Ohio Railway 


3800 TERMINAL TOWER, CLEVELAND 1, OHIO 


& O 
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“A phone call from New York ... and 
we can ship a Flexi-Van within a few 
hours—direct to the customer or to our 
warehouse, which is in an economical 
off-rail location. We can keep inventories 
small there without danger.”’ 





“You can see the capacity advantage that 
Flexi-Van gives us. It’s about 20% bigger 
than the trailer on the right. Most Amfile 
products are light for their size. But we 
can pack enough into Flexi-Van to meet 
minimum weights.” 





““A Flexi-Van shipment of Amfile phonograph record-carry- 
ing cases will leave Kankakee, IIl., tonight for New York,” 
says Gilbert Amberg of Amberg File & Index Company. 
*‘And in 36 hours it will be rolling up to our Long Island 
City warehouse. These cases are bulky; distributors don’t 
like to stock too many. But they want fast service on 
orders. Using Flexi-Van, we can give it to them.” 


Gilbert Amberg says: ““FLEXI-VAN helped 
Amfile cut 8-day delivery to 36 hours” 
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Your freight is loaded, locked Van boardsfreight at trackside. Shipment rides low, well cush- Beats trucks on long hauls. Two 
in under your supervision. Transfer time, 4 minutes. ioned aboard high-speed cars. _ pick-ups or three deliveries. 


New York Central Railroad 


Write: R. L. Milbourne, N.Y. Central, 466 Lexington Ave., N.Y. 17, N.Y. 
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By Wallace I. Little 


Associate Professor of Transportation 
University of Washington 


HE TREND in ICC decisions 

—ever lower comparative 

rates for ever greater com- 
parative volumes—makes it appear 
that guaranteed rates are destined 
for ultimate approval. 

However, this is a matter of con- 
siderable dispute. It deserves a 
careful review. 

Since the passage in 1887 of the 
Act to Regulate Commerce, U. S. 
rail carriers have promoted many 
forms of volume rates. Their ef- 
forts generally have been success- 
ful. 


The First Position 


Originally, the ICC took the con- 
servative position that any form of 
reduced rates for greater volumes 
would work a hardship on the small 
shipper. In 1890, the ICC took a 
more liberal viewpoint. 

It said that lower rates could 
be assessed for specified carload 
volumes than could be assessed for 
Iecl volumes. The reasoning ac- 
credited for this shift in rate set- 
ting procedure was that lower rates 
could be charged for greater vol- 
ume when justified by proven lower 
costs. 

In 1909 alternate rates for vary- 
ing volumes were approved for ap- 
plication. Multiple carload rates 
were permitted in the famous Mo- 
lasses Case, 235 ICC 485, in 1939 
for the first time’. 

The current effort for a new 
form of volume rate has taken the 
form of guaranteed rates. Late in 
1958, the Minneapolis, St. Paul and 
Salt Ste. Marie Railroad (Soo 
Line) elected to sponsor guaranteed 
rates in a test case. 

Essentially, the same _ justifica- 
tion is being offered as was offered 
in support of carload volume rates 
in 1890—tthey are justified on the 
basis of lower costs made possible 
by an assured volume and a greater 
volume. 

Inherent within this proposal, 
however, is the danger of competi- 
tive rate wars. These were not 
threatened in the adoption of car- 





1Wheeler, Edward K. 
Transportation: Future Trends,' 
December 20, 1958, p. 42. 


“Volume Discounts in 
Traffic World, 
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The Future 





Of Guaranteed Rates 


What will be the effect of guaranteed rates 


on shippers, carriers, and consumers? This 


writer sees many factors for the ICC to study 


load rates, alternative and incen- 
tive rates, and multiple carload 
rates. It is this aspect of guaran- 
teed rates which deserves close ex- 
amination. 


The Rate Proposal 


The guaranteed rate proposal of 
the Soo Line has been filed with 
the Interstate Commerce Commis- 
sion. The Freight Traffic Managers 
Committee of the Western Trunk 
Lines Committee has amended the 
proposal by making it applicable 
to traffic of all member roads. 

The Soo Line proposal would 
provide for the following: 

1. Shippers who would qualify 
for the proposal would be those 
shipping pipe or tubing, steel or 
wrought iron, welded or seamless, 
in carloads, minimum weight of 
80,000 lb per car, from Salt Ste. 
Marie, Ontario, to Chicago, IIl., and 
points in the Chicago area taking 
Chicago rates. 

2. The qualified shippers would 
be guaranteed that no change could 
be made in the rate for a period of 
twelve months unless the minimum 
rate order of the ICC would re- 
quire the railroad to make an in- 
crease. 

3. Shipments which qualified un- 
der the guaranteed rate proposal 


would be guaranteed a rate of 
$10.05 per 2000 lb, including the 
Ex Parte 212 general increases. 
The present rate of $12.18 per ton 
would continue in effect for ship- 
ments which did not qualify for 
the guaranteed rate. 

4. The railroad would receive in 
return a guarantee from the ship- 
per that at least 90 per cent of the 
tonnage would move by the rail 
carrier giving the rate concession 
between points defined during a 12- 
month period. 


Other Provisions 


Some of the other specific pro- 
visions spelled out in the “Rules 
and Regulations Governing the Ap- 
plication of Guaranteed Rates” 
are as follows :? 

“(1) Notify the tariff publish- 
ing officer in writing of intention 
to make shipment under Guaran- 
teed Rates. 

“(2) Furnish an indemnity bond 
satisfactory to the Soo Line Rail- 
road conditioned upon payment of 
the normal tariff rate in event of 
non-compliance with the provisions 
of this item and the item naming 
the Guaranteed Rates. 

(Please Turn Page) 


2"'Rail Proposal for ‘Guaranteed’ Rate Called 
First in U. S. Under ‘Agreed Charge,’ Ideas 
Daily Traffic World, December 5, 1958 
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THE FUTURE—There is much economic justification for the adop- 
right of a low-cost, large-volume carrier to compete rate-wise in a 
Congress would enact legislation to legalize guaranteed rates should 
the ICC. ... However, the ICC is directed to promote and preserve 
has been very reluctant to sanction any carrier action which would 


... Guaranteed Rates 


(Continued from Preceding Page) 


““(3) Show on bill of lading cov- 
ering shipments made under Guar- 
anteed Rates the following nota- 
tion: ‘Shipper desires this ship- 
ment to be transported under 
Guaranteed Rates and agrees to 
comply with all rules and regula- 
tions governing such rates as pub- 
lished and on file with the Inter- 
state Commerce Commission.’ 

“(4) Keep a complete and ac- 
curate record of all tonnage trans- 
ported from and to points provided 
with Guaranteed Rates. 

“(5) Furnish an affidavit at the 
close of the guarantee period set- 
ting forth complete tonnage fig- 
ures, showing amount transported 
by rail under Guaranteed Rates 
and the amount handled by all 
other forms of transportation. 

“(6) Permit an authorized rep- 
resentative of the Soo Line to have 
reasonable access to the shippers’ 
records to verify compliance with 
provisions of this tariff. 

“(7) In event shipper fails to 
fully comply with rules and regu- 
lations provided in this item and in 
the item naming the Guaranteed 
Rates, shipments on which guaran- 
teed rates have been applied will 
be re-rated and charges will be as- 
sessed, and shipper becomes obli- 
gated to pay to the carriers in final 
settlement total charges which shall 
reflect normal tariff rates in effect 
at time of shipment from point of 
origin.” 


The Railroad Case 


The most compelling argument 
in support of the rail carriers is 
that in a competitive economy there 
is little justification in denying a 
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competitor the use of a procedure 
which might result in lower costs, 
lower rates, an improved competi- 
tive position, and increased gross 
profit. 

To deny this opportunity might 
appear to be the enforcement of 
“umbrella rates” for the protection 
of higher cost competitors. In a 
competitive economy prices must 
reflect competitive costs. Thus, if 
reductions in railroad costs of car- 
riage would follow the adoption of 
guaranteed rates, it would seem 
that the economic justification of 
the plan is self apparent. However, 
this is based on the assumption 
that reductions in costs would fol- 
low the application of guaranted 
rates and that even more com- 
pelling economic reasons for not 
adopting the plan were not existent. 


Act of 1958 


It might also be contended that 
not only has the trend of ICC de- 
cisions been in the direction of 
more liberality but also that the 
Transportation Act of 1958 en- 
couraged competitive rates. Under 
this act, the following direction was 
given the Interstate Commerce 
Commission :3 

“Rates of a carrier shall not be 
held up to a particular level to pro- 
tect the traffic of any other mode 
of transportation, giving due con- 
sideration to the objectives of the 
national transportation policy de- 
clared in this Act.” 

Clearly, the Transportation Act 
of 1958 admonished the Commis- 
sion to refrain from enforcing 


3 Public Law 85-625, 85th Congress, S. 3778, 
Section 6 (3), August 12, 1958. 


“umbrella rates.” It says that car- 
riers will be permitted to indulge 
in rate competition even though 
they might have a detrimental 
effect on competing carriers. 

The fact that Canadian railroads 
are indulging in guaranteed rate 
making practices is additional in- 
centive for U. S. railroads to be 
given equal competitive powers. 
Canadian and U. S. railroads com- 
pete vigorously for certain hauls. 

The most common criticism of 
volume rates in the past was that 
they would be discriminatory to- 
ward the low volume shipper. The 
railroads can correctly refute this 
by pointing out that the oppor- 
tunity for indulging in guaranteed 
rates would be open to all shippers 
regardless of their volume of ship- 
ment during the twelve-month 
period. 

The guaranteed rate proposal 
does not stipulate that shipments 
must accumulate a designated vol- 
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tion of guaranteed rates by rail carriers. ... This centers around the 
competitive price economy. . .. There is precedent for believing 
it be given sufficient recommendations from carriers, shippers, or 
a transportation system which can serve the nation’s needs. ... It 
threaten to result in destructive rate competition. ... It is a good 


ume during the given’ twelve 
months. They only require that 90 
per cent of the shipments of the 
given product between the given 
points by the shipper be moved by 
the rail carrier offering the plan. 


Possible Results 


Under a number of possible cir- 
cumstances the introduction of 
guaranteed rates could increase the 
volume of movement of the given 
product between the given points 
for the rail carrier involved. And, 
if the volume of movement was in- 
creased for the rail carrier it might 
properly be assumed it could re- 
duce costs per ton mile of carriage. 
This would justify the reduction 
in costs to some extent. If the 
guaranteed rate plan reduced rail- 
road rates where the rail rate was 
formerly too high to be competi- 
tive, it would divert some traffic to 
the railroads. Or, if rail rates were 
somewhat equal to competitive 
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rates before the guaranteed rates, 
it could likewise be assumed that a 
reduction in their rates would di- 
vert some traffic. Another great 
possibility might be that the lower 
rates under the Plan might gen- 
erate new traffic. Under any of 
these circumstances, the volume of 
traffic would likely be increased and 
the cost per ton-mile of movement 
reduced. 


Negative Side 


Then there is the negative side. 
There are a number of circum- 
stances in which guaranteed rates 
would not reduce costs through in- 
creased volume—or might result 
in lower overall gross revenue 
despite an increase in volume. For 
example, if most of the product 
already moved between given points 
by rail, the reduction of rates might 
not increase total volume. It would 
decrease gross revenue. But it 
would be a shortsighted rail car- 
rier that would introduce guaran- 
teed rates under these circum- 
stances. A more probable detri- 
mental effect would result if the 
precedent for applying guaranteed 
rates was adopted by competing 
lines. This could result in a rate 
war that might dissipate the rev- 
enues to all the participating car- 
riers. 

It would appear at first glance 
that shippers could only stand to 
gain by reduced transportation 
costs from guaranteed rates. This 
is not entirely true. Shippers do 
not benefit from rates which fluc- 
tuate to the extent that they for- 
bid long-range planning. Down- 
ward spiraling of rates could hurt 
shippers in two ways. The first 
would be the problem rate changes 
would present to long-range plan- 
ning in buying, expansion, etc. 

The second damage could result 
from rising rates which might fol- 


guess that the ICC 
will only authorize 
guaranteed rates un- 
der very limited cir- 
cumstances where 
assured volume of 
certain bulk prod- 


ucts would so reduce 
costs as to justify 
their application. 


low a reduction of rates below the 
point justified by increased volume. 
Once the carriers realized their re- 
duced rates only brought about 
competitive reductions rather than 
increased volume, they would re- 
turn rates to their former level. 

Shippers who established new 
plants or increased existing plant 
size under the assumption of per- 
manently lower rates would sustain 
major losses. 

It would seem that the ultimate 
consumer would probably gain 
from the losses of either the car- 
riers or shippers (wholesalers and 
manufacturers) or both. 

However, consumers cannot gain 
from events which increase mortal- 
ity or confusion in planning to 
their producer sources—not in the 
long run at least. So, it may be 
concluded that guaranteed rates 
would be socially beneficial under 
circumstances in which they in- 
creased the stability of planning to 
the participants, and they would be 
socially damaging under circum- 
stances in which they disrupted the 
long run stability of planning to all 
participants. 

Looking at the guaranteed rate 
proposal from a legalistic view- 
point, it would seem that there are 

(Please Turn to Page 62) 
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Needed: A Research Section 


RE YOU willing to try new 
methods and techniques? Do 
you consider suggestions 

from department personnel for 
improvements? Or do you hire 
outside “experts” to interview 
your employes and make many of 
the same suggestions to you? 
The money spent on one man- 
agement study by an outside or- 
ganization would operate a re- 
search and development section in 
your traffic department for a con- 
siderable period of time. Instead 
of one report costing thousands of 
dollars, you will have a continu- 
ous report of traffic activities. 
Time and motion study, mar- 
keting research, statistical qual- 
ity control, and economic anal- 
ysis, as well as linear program- 
ming, are some of the scientific 


cost of one management study by an outside group will pay 


By Charles A. Taff 


Professor of Transportation 
University of Maryland 


research methods which are avail- 
able to a traffic department when 
there is a research and develop- 
ment section. 

A separate section in the traffic 
department is the type of research 
organization which is needed. A 
program of this kind must be un- 
der the direction of an individual 
with imagination. There must be 
full support on the part of top 
management; it should be clear 
that it is established on a long- 
term basis. If research is under- 
taken with the sole expectation of 
short-run advantages, the results 
may prove disappointing. 





Traffic Research Section Projects 


Time and Motion Studies 


Documentation 
Packaging 
Materials handling 


Marketing Research 


Greater penetration through 
Changed transport policy 
Use of public warehouse 
Construction of warehouse 


Statistical Quality Control and Economic Analysis 
Private vs. for-hire transport 


Rate studies 
Site locations 


Linear Programming 





There are two broad types of 
research activity. One is termed 
“basic” or “pure” research. It is 
concerned with basic scientific in- 
vestigations undertaken in order 
to discover or develop new funda- 
mental facts, theories, natural 
laws, or relationships. The re- 
sults of such research will usu- 
ally have no immediate applica- 
tion in industry. The other type 
is termed “applied” research. Jt 
is the application of basic scien- 
tific knowledge to specific prob- 
lems. Applied research is the 
type which is used in traffic man- 
agement. 

A research and development 
section will cut across all aspects 
of the traffic department and will 
deal with related fields. It will 
study, analyze, and develop plans, 
policies, and programs or proce- 
dures which are assigned to it. 
In addition the department will 
undertake to assure that the ser- 
vices, facilities, and equipment 
are developed for top efficiency. 

Time and motion studies may be 
applied to clerical functions, such 
as documentation. They already 
have been applied widely to physi- 
cal functions, such as shipping 
and materials handling. The 
transportation aspects of market- 
ing research may develop infor- 
mation on a greater penetration of 
the market because of rate struc- 
ture analysis. 

Construction of warehouses in 
certain areas or the use of public 
warehouses may affect markets. 

Statistical quality control and 
economic analysis — particularly 
in analysis of private versus for- 
hire transportation, in rate stud- 
ies and site locations, and in the 
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for a research section 


prevention of variables in the 
quality of transportation — are 
subjects. 

The technique of linear pro- 
gramming uses advanced mathe- 
matics. It is a means for deter- 
mining the best course of action 
to follow where a large number of 
solutions are possible. 

The formulation of a proper 
statement of the problem to be 
solved is the phase of linear pro- 
gramming which is the most ditfi- 
cult. It involves putting numbers 
on factors, some of which are not 
usually expressed in numbers. 
Thus stated, the problem can be 
solved mathematically. 

Any of these methods may be 
used by a research section. Re- 
gardless of the technique chosen, 
any scientific research is charac- 
terized by freedom from bias, 
judgment based on facts, selectiv- 
ity, objectivity, rationalism, and 
reasoning. 

As part of its departmental re- 
sponsibilities the traffic depart- 
ment should be alert to the ad- 
vantages of full-time research. 
Many traffic managers would like 
to be able to buy a few more 
hours for each day so that they 
could sit back and think about the 
potentialities of their depart- 
ments. Many have ideas which 
need to be thought through or 
tested. A departmental section 
devoted to research will insure 
that there is time. New ideas can 
be tested. 

Those methods already in use 
can be analyzed and new ap- 
proaches tried. The amount which 
is expended for transportation 
warrants a good look at the man- 
ner in which it is spent. @ 
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Non-Skid Spray 


Eliminates Pallet Tying 


PPLICATIONS of a non- 
skid coating to the tops of 
six-pack boxes have allowed 
two breweries to reduce dam- 
age in transit at their plants. 
Previously, damage to cases 
at Regal Brewing Co., and 
Burgermeister Corp., San Fran- 
cisco, was a result of the cases 
shifting off of fork-lift trucks 
onto the work area. 

At the Burgermeister opera- 
tion, non-skid is applied by 
spray through two parallel 
guns located above the con- 
veyor line. This is illustrated 
in the photograph which ac- 
companies this article. 


Mist Spray 


An electric eye actuates the 
guns as the six-packs pass un- 
derneath. A fine mist of coat- 
ing falls on top of the packs 
and dries almost immediately. 
The cartons then travel a short 
distance along the conveyor 
line where they are palletized. 

The non-skid coating is ap- 
plied differently at the Regal 
Pale Brewing Co. Packs con- 
taining 12-0z and 16-o0z cans re- 
ceive the non-skid material 
through means of a _ special 


roller coating device developed 
at the brewery. 

A revolving drum picks up 
the material directly from the 
glue pot and applies it to the 
tops of the six-packs. Use of 
the drum prevents the coating 
from touching exposed cans. 
The glue pot is opened at one 
end where the revolving drum 
retains the liquid. 

Adjustment of the space be- 
tween drum and edge of pot 
makes it possible to control the 
amount of coating applied. 

The coating was developed by 
Morningstar-Paisley, Inc. It is 
used on solid fibre and corru- 
gated shipping containers, also 
with multi-wall bags. 

The film enables a high-gloss 
paper or board to be used as a 
printing surface without the 
usual palletizing and stacking 
problems. Appearance of the 
package is not affected because 
the coating is invisible when 
applied by spray. 

The coating drys to a non- 
blocking, tack-free film. It can 
be applied by a hand spray, or 
a solenoid-operated spray gun at 
the end of the case sealing ma- 
chine. Simple rollers or brushes 
are also very practical. @ 
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Careful truck routing allows rigid 
delivery schedule at minimum costs 


Assembled orders are checked, mark- 
ed, and loaded into special truck 
be a 


James W. Straub 
Executive Vice President. 
Merchants Refrigerating Co.. 
New York 
is interviewed by 
D. O. Haynes, 


DA Materials Handling Consultant 





Orders telephoned in by supermar- 
kets are filled the following day 





NE OF the NARW sessions at 
the last AWA Annual Con- 
vention in Washington, D. C., 

included a panel discussion on the 
subject “Should Public Refriger- 
ated Warehousemen Distribute Fro- 
zen Foods?” 

Frankly, your correspondent was 
somewhat puzzled by the question. 
For some time now, forward-look- 
ing public refrigerated warehouse- 
men have been providing a distribu- 
tion service to the frozen food 
industry. It is fait accompli. Since 
this is the situation, the question 
seems to be not should the service 
be provided but, rather, how can it 
be handled most effectively. 

One member of the above-men- 
tioned panel was James W. Straub, 
executive vice president of Mer- 
chants Refrigerating Co. of New 
York City. His company has oper- 
ated a Frozen Food Service Divi- 
sion for some years. Knowing him 
personally, and having a high re- 
gard for his successful experience 


and keen judgment, your correspon- 
dent arranged for an interview to 
obtain the key “how-it-is-done” pro- 
cedures. His answers, and explana- 
tions of the economic factors in- 
volved, are of value to cold storage 
warehousemen as well as their cus- 


tomers. 


Is there an established pat- 
tern or standard for “distri- 
bution” of frozen foods by 
refrigerated warehouses? 


“No, not one that can be applied 
in all cases. The distribution phase 
of our service, like other services 
rendered by our industry, has 
evolved to meet changing condi- 
tions. As service companies, we 
have to expand the types of ser- 
vices we offer to keep in step with 
the needs of our customers. 

“Not too many years ago, our 
primary function was to provide 
suitable cooler and freezer storage 
space for the protection and preser- 
vation of foods. This was a basic 
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the Refrigerated Warehouse 


How refrigerated warehouses are filling distribution needs of 


the frozen food industry is covered in this exclusive interview 


with a warehouseman who is meeting the problems with optimism 


economic need to provide an even 
distribution of products produced 
in widely varying annual cycles. 
The need for this type of service 
has diminished because of the level- 
ing off of the production cycles and 
improved means of transport di- 
rectly from producer to retailer. 

“Ever since frozen food distribu- 
tors assumed their function in the 
marketing pattern of frozen foods, 
refrigerated warehouses have 
rented them space so that they 
could carry on their function effi- 
ciently and economically. This was 
made possible by the central loca- 
tion of the warehouse and acces- 
sibility of frozen food stockpiles. 

“As the volume of food store 
chains increased, and as sales of 
frozen foods multiplied, it became 
obvious that an economical means 
of order selection and trucking, 
serving all the chains was needed. 
In the New York-New Jersey-Con- 
necticut area, such a service was 
started in 1950 and has grown con- 
tinuously.” 


Since the requirements 
vary, how is distribution ser- 
vice adapted to meet them? 


“To answer this question I have 
to break down distribution into its 
component functions. Considered in 
a broad sense, distribution in- 
cludes: 

“1. Selling the storage product. 

“2. Performing the clerical work 
in connection with order prepara- 
tion, inventory records, accounting, 
ete. 

“3. Stock-piling under scientifi- 
cally controlled conditions. 
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“4. Order selection and assem- 
bling. 

“5. Trucking. 

“In individual cases additional 
services, such as recapping and 
price extension, may be provided 
but two principal types of distribu- 
tion service by warehousemen have 
evolved. One is where the ware- 
houseman performs all the distribu- 
tive functions, including selling. 
The other is where the more limited 
services of order selection and de- 
livery only are performed. 

“The kind of distribution service 
provided by some. refrigerated 
warehousemen includes the full 
range of functions. In practice, 
this amounts to taking over the 
total service normally rendered by 
frozen food distributors; including 
packer representation, selling, and 
right on through to delivery of the 
product to retailers. 

“In some instances, the ware- 
houseman assumes product owner- 
ship. With this type of distribu- 
tion, the driver is also a salesman. 
Trucks are often loaded with an as- 
sortment of products. The driver- 
salesman offers these to the retail- 
ers and makes on-the-spot deliver- 
ies. 

“We recognize that this type of 
distribution service by warehouse- 
men is useful in certain instances. 
At present, Merchants has been 
working along somewhat different 
lines. Through our Frozen Food 
Service Division and our subsidi- 
ary, Howell Trucking Co., we aim 
to serve chain stores, groups of in- 
dependent retailers and, perhaps in 
the future, even distributors with 


order - handling, assembling and 
trucking. 

“Although these basic functions 
can be flexible in scope, they do not 
include selling. We feel that we 
can serve our customer interests 
best by relieving them of certain 
distribution details through a spe- 
cialized, impartial service. This 
permits them to concentrate their 
efforts on production or selling, as 
the case may be. 

“In Metropolitan New York, Buf- 
falo, and St. Louis areas we con- 
sider Merchant’s type of service to 
be similar to that of United Parcel. 
That is a pooling of deliveries for 
various customers to save extensive 
transportation duplication. 

“In the frozen food center we 
are about to build in Secaucus, 
N. J., just across the river from 
New York City, we are planning a 
new type of service for the pro- 
ducers of frozen prepared foods. 
Their problems differ considerably 
from those of fruit and vegetable 
packers, whose products must be 
processed immediately after har- 
vesting. 

“In many production centers, as 
on the West Coast, there is not suf- 
ficient storage space available to 
meet peak seasonal requirements. 
The industry has selected a few 
key cities farther inland where 
stocks are sent and stored. From 
these cities they are moved to local 
distribution centers in response to 
consumer demands. 

“In contrast, the processor of 
prepared foods — pies and waffles, 
for example—has far more control 

(Please Turn to Page 64) 
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EXPORT 
PRIMER 


N LAND transportation such 
I factors as cost of service, out- 

of-pocket cost, value of ser- 
vice, value of the commodity, and 
competition are common consider- 
ations in rate proceedings. When 
it comes to ocean freight rates, 
the anatomy becomes more com- 
plex. 


Nature of Competition 


Competition in ocean transpor- 
tation is and always has been 
more severe than in domestic 
transport. This will become ap- 
parent as the following inherent 
differences between them are ex- 
amined briefly. 

@ Freedom of the seas. No 
roadbed, no highway, no shoals, 
no license. The seas are as free 
as they always were. Ships of all 
flags can literally ply the seven 
seas. 

@ Investment required to en- 
gage in ocean seamship transpor- 
tation can be as little as the 
monthly charter rate for a vessel 
used under a time charter. It is 
completely possible to rent a ship 
and use it for any trade desired; 
if the owner so agrees, of course. 

@ Competition in ocean shipping 
is truly international in charac- 
ter. It involves not only the ves- 
sels of the flags of various na- 
tions but also the purchases and 
sales —imports and exports — of 
countless merchants who engage 
in international trading. Since 
each ship and each merchant is its 
or his own nationality, it inevitably 
causes a Clash of sovereignties. 
Therefore, the laws of any one 


country cannot rule the _ seas. 
There is no international law to 
govern. 


@ A ship is a complete unit of 
transportation. Its capacity is 
fixed at the time it is built and 
cannot be changed without expen- 
sive alteration. Air transportation 
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Anatomy of an Ocean 


Competition, costs, and commodities go together 


to form today’s ocean shipping rate. Strong rate 


construction is the key to less misunderstandings 


equipment also fits into this char- 
acteristics but trains, motor car- 
riers, and pipelines do not. 

Each ship also is a power plant. 
In light of the rigidity of its ca- 
pacity, it is most advantageous 
that the ship always be “full and 
down.” That is a common expres- 
sion in ocean shipping. It empha- 
sizes the importance of space as 
well as weight in assessing 
freight charges. 

For the most profitable use of 
the carrying capacity of a ship, 
its space should be full and its 
depth capacity completely util- 
ized. It is good business to do 
this, even if it is necessary to ac- 
cept some cargo at lower rates. 


Principal Rate Factors 


Probably the most exhaustive 
examination of the anatomy of 
ocean freight rates undertaken in 
recent years, can be found in the 
Proceedings of the InterAmerican 
Maritime Conference of 1940. Be- 
ginning at Page 152 of that re- 
port, many factors are listed as 
entering into the determination 
of conference freight rates. These 
factors do not relate to charter 
rates; only to line rates of con- 
ferences. Also, such factors as a 
non-conference line might con- 
sider are excluded. With these 
exclusions, there still are 27 fac- 
tors cited in the report. 

It makes dull reading to list 
these 27 factors. Yet, they are 
important because, collectively, 
they are the ingredients that com- 


prise “the anatomy of ocean 
freight rates.” 

For easier understanding and 
assimilation, these principal 
items can be presented in the fol- 
lowing four broad groups: The 
commodity, loss and damage, com- 
petition, and cost. 


The Commodity 


The nature of the commodity is 
a major factor in the anatomy of 
ocean freight rates. This is true 
of all transportation. 

In ocean shipping, the commod- 
ity factors break down into seven 
others. 

@ Character of the cargo. 

@ Volume of cargo. This is a 
very essential factor. It raises the 
question as to whether there will 
be a regular and continuing vol- 
ume over a period of time. 

@ Availability of cargo. Is it 
ready? A ship cannot afford to 
wait idly. At the same time, it 
cannot risk offending a shipper. 
If a given shipment misses a cer- 
tain sailing, it may be a week or 








DISTRIBUTION AGE 








| 
| 











x 
4 
i 
4 


Earner 











\ 


we we Ww 





¥ 
3 
q 





choi 


Dk aE 


tal han cl 


Rate 
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tion, 
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two before another sailing occurs. 

@ Value of the merchandise. 
On this factor, all transportation 
agrees. It is an application of the 
concept of a tax, in that heavier 
levies are made on those com- 
modities which are better able to 
bear them. 

@ Stowage of the cargo. How 
well does it stow? How much 
broken stowage—unused space— 
will result? Remembering the in- 
flexible nature of the capacity of 
a vessel, the matter of stowage is 
of prime importance. 

® Relationship of weight and 
measurement; i.e.. W/M, S/O to 
try to get the ship full and down. 

@ Possibility of securing re- 
turn cargoes. This is an applica- 
tion of the concept of balanced 
trade. It applies to all transpor- 
tation. In tanker operation, it is 
not a factor since tankers are al- 
most entirely one-way in opera- 
tion. 


Loss and Damage . 
Of the 27 factors listed in the 





Proceedings of the InterAmerican 
Maritime Conference of 1940, 
only three can be definitely as- 
signed to loss and damage. They 
are: 

@ Susceptibility to damage 

@ Susceptibility to pilferage 


@ Packing 
The liability of a common car- 
rier in international trade for 


loss and damage is quite different 
from that of railroads, motor car- 
riers, pipelines, and airlines. As 
a matter of fact, water carriers 
are exempt from all kinds of li- 
ability as regards cargo. 

The Carriage of Goods by Sea 
Act of 1936 and the earlier 
Harter Act of 1893 define the re- 
sponsibilities of ocean carriers. 
In very general terms it can be 
said that if due care is exercised 
in the performance of the duties 
of the owner and his crew, there 
is no liability. 

However, if cargo is accepted 
with obviously poor packing and 
loss and damage results, the car- 
rier would be responsible. That 
is why these three factors are 
cited among 27 that we are call- 
ing the anatomy of ocean freight 
rates. 

Competition 


Competition surprisingly ac- 
counts for only three of the 27 
items. although its importance is 
much greater than this comparison 
in number would indicate. The 
three are: 

@ Competition with goods from 
other sources. 

@ Cargo via competing 
ways. 

@ Competition from other car- 
riers. 

Competition of other carriers is 
not unique in ocean shipping. It 
is found in all transportation. As 
stated above, however, competi- 
tion from other carriers can arise 


gate- 


ABOUT THE AUTHOR: Roland L. Kramer has enriched his back- 
ground in the field of transportation by handling assignments for 
the Commerce Department, U. S. Maritime Commission, Federal 
Maritime Board, the Governor of the Panama Canal, and several 
Eastern railroads. He is also active in foreign trade associations. 
Along with his educational endeavors, Kramer has prepared this 
series of articles in the form of an export shipping primer for 
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without any warning and little, if 
any, protection due to the uncon- 
trolled nature of ocean transporta- 
tion. 

Competition with goods from 
other sources is essentially unique 
in ocean transportation. The car- 
rier must consider the competitive 
standing of exporters from all 
countries into a given country and 
not just American competitors. 
For this reason it is always as- 
serted that rates to various mar- 
kets from all competing origins 
tend to bear some relationship. 

No carrier would willingly re- 
fuse to adjust rates on a given 
product if it is assured that such 
an adjustment would provide 
cargo that otherwise would be lost 
to a competing exporter in another 
part of the world. In other words, 
ocean carriers are obliged to con- 
sider the influence of interna- 
tional trade competition rather 
than domestic competition. 

Cargo via competing gateways 
reflects the importance of domes- 
tic as well as port competition. If 
ocean rates from Gulf or Pacific 
ports were at such a level as to fa- 
vor shipments to and from certain 
markets via ports on those sea- 
boards, carriers and shippers fa- 
vorably situated with respect to 
the Atlantic seaboard would lose 
all of their business. This is an- 
other big subject that involves not 
only ocean rates but also the pe- 
culiar export-import railroad rate 
structure of the United States. 


The Cost 


Costs account for one-half of 
the 27 factors listed. Factors are: 

@ Heavy lifts which always re- 
quire extra charges. 

@ Extra lengths may do like- 
wise. 

@ Direct cost of operation must 
be covered, if it is possible. 

@ Distance is a cost factor, but 
it is not rigidly recognized in 
ocean rate making. There is no 
such concept as a mileage scale 
in ocean shipping. 

@ Cost of handling would in- 
clude stevedoring; the employ- 
ment of longshoremen in loading 
and unloading the ship. 

@ Lighterage also is a cost of 
loading and unloading. Usually, it 
is incurred at ports where ships 
cannot tie up at piers or quays. 

(Please Turn to Page 63) 
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Advanced Traffic Management — Part IV 





Basie Rules for Classification | 


Freight moving out of the plant with the wrong commodity description may 


NE OF the greatest errors 
QO an industrial traffic man 

can make is to allow freight 
to move out of his plant without 
using the proper commodity de- 
scription. 

First, it is very likely that a 
higher rate than would otherwise 
be applicable would be assessed 
by the carrier. Second, problems 
pertaining to carrier liability may 
also arise. It should be noted, 
though, that the billing descrip- 
tion does not necessarily control 
the determination of the appli- 
cable rate. Within the prescribed 
time limit, an overcharge claim 
may be filed with the carrier or 
an undercharge claim may be 
made by the carrier asserting 
that a different rate applies. 

The following is only a broad 
summary of the classification 
rules along with a few interpreta- 
tions. They should give the reader 
some idea of the subject matter 
of classification rules. There is 
no real substitute for the com- 
plete rules as printed in the clas- 
sification. 

Rule 1. Articles Classified Sub- 
ject or Not Subject to Uniform 
Bill of Lading Conditions. This 
rule calls attention to the uni- 
form bill of lading prescribed by 
the ICC. If the shipper does not 
want to accept the conditions of 
any one of these bills of lading 
but would rather have the car- 
riers governed by common law 
‘liability (liable for all loss and 
damage except Acts of God and 
acts of public enemy), the ship- 
per must state so on the bill of 
lading and pay 10 per cent addi- 
tional freight charges. 
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Rule 2. Description Should Con- 
form to Classification Descrip- 
tion. Articles must be described 
according to the classification or 
tariff description. A carrier has 
the right to inspect the goods. 

Rule 3. Property of Extraordi- 
nary Value Not Accepted. Car- 
riers will not accept property of 
extraordinary value, such as bank 
bills, jewelry, and money. If the 
commodity is specifically rated in 
the classification, it does not come 
within this rule and therefore the 
freight must be handled by the 
carrier. 

In a recent case the ICC held 
that common motor carriers pos- 
ing the usual certificate authoriz- 
ing the transportation of general 
commodities, except those of un- 
usual value, have the right to 
transport pennies and nickels. 

Rule 4. Freight Liable to Dam- 
age Other Freight or Equipment. 
The ratings in the classification 
do not obligate carriers to receive 
freight likely to impregnate or 
otherwise damage equipment or 
other freight. Such freight may 
be accepted and receipted for, 
subject to delay for suitable 
equipment, or may, for lack of 
suitable equipment, be refused. For 
example, fish tend to impregnate 
other commodities loaded in the 
same car. 

Rule 5. Bases for Charges on 
Shipments Not Complying with 


Classification. Carriers may re- 
fuse to accept freight that is im- 
properly packed. 

Motor carrier classifications 
provide for alternation in pack- 
ages. A higher grade container 
can be substituted for a lower 
grade container. The railroads do 
not allow substitution. Also, cer- 
tain motor carrier tariffs contain 
provision that ratings or rates 
found in that tariff will apply 
only when such articles are ten- 
dered for shipment in the kind of 
container specified. 

If the container does not con- 
form to the packing  require- 
ment, freight charges shall be 
advanced 20-50 per cent on Icl 
and 10-20 per cent on carload 
shipments. The motor carrier rule 
contains a penalty of 20 per cent 
on It] and 10 per cent on volume 
shipments. 

An important case based upon 
this rule involved a long-distance 
van line and a large trucking 
company. The carrier of general 
commodities contracted to handle 
uncrated office furniture, assess- 
ing the published rate on crated 
office furniture plus a penalty. 
The household goods carrier com- 
plained. The Commission held: 

“In view of our conclusion that 
the presence or absence of pack- 
aging of the various articles with 
which this complaint deals has no 
relation to defendant’s right to 
transport such commodities, we 
must further conclude that no vi- 
olation of section 206 of the act 
by defendant has been shown, 
and the complaint should be dis- 
missed.” 

Rule 6. Marking Freight. Each 
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package or piece must show name 
and address of the shipper and of 
one consignee. All pieces need 
not be marked if the shipment 
weighs more than 6000 Ib. Pack- 
ages containing fragile articles, 
or “order” or c.o.d. shipments 
must be so marked. 

Rule 7. Information to Be 
Shown on Bills of Lading. This 
rule contains information to be 
shown on the bill of lading and 
conditions under which shipments 
will be delivered when shipped on 
an order bill of lading. It also 
contains provisions to cover situ- 
ations where the original order 
bill of lading is lost or delayed. 

Rule 8. Advancing Charges Not 
Permitted. No charges will be ad- 
vanced to shippers, owners, or 
their agents. For example, on 
c.o.d. shipments, the carrier must 
collect the c.o.d. from the con- 
signee before paying the shipper 
the amount of the c.o.d. 

Rule 9. Prepayment of Guaran- 
tee of Charges. All charges must 
be prepaid or guaranteed on ship- 
ments which in the judgment of 
the agent of the carrier could not 
at a forced sale bring in enough 
money to pay the charges at the 
destination. In most cases the 
item containing the classification 
description of the commodity hav- 
ing little general market value, 
such as advertising matter, will 
state that this freight must move 
prepaid. But, in case this provi- 
sion is not stated, the carrier’s 
agent has the right to demand the 
prepayment of freight charges. 

Rule 10. Mixed Carloads. When 
a number of articles having dif- 
ferent carload ratings, rates, or 
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Classification Rules 
|. Articles Classified Subject or Not Subject to Uniform Bill of 


Lading Conditions. 
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10. Mixed Carloads. 


11. Gross and Estimated Weights. 


12. Mixed Packages. 


Description Should Conform to Classification Description. 

. Property of Extraordinary Value Not Accepted. 

. Freight Liable to Damage Other Freight or Equipment. 

. Bases for Charges on Shipments Not Complying with Classifi- 


. Information to Be Shown on Bills of Lading. 
. Advancing Charges Not Permitted. 
. Prepayment of Guarantee Charges. 


13. Minimum Charges Per Shipment. 


14. Definition of Carload Freight. 


15. Less Carload Shipments Subject to Carload Charges; Carload 
Shipments Subject to Less Carload Charges. 





minimum weights are shipped as 
one carload, charges will be de- 
termined by applying the highest 
rate. 

Also included in this rule are 
alternative methods of calculat- 
ing charges, such as considering 
part of the shipment as a carload 
and part as an lel shipment. The 
shipper is entitled to the alterna- 
tive that provides the lowest ag- 
gregate charge. This rule is sub- 
stantially the same in both rail 
and motor classifications. 

It should be noted that this 
classification rule has a very lim- 
ited application. Most motor and 
rail tariffs are subject to Modi- 
fied Rule 10, the one major excep- 
tion being the tariffs on transcon- 
tinental traffic. 

Under the modified rule, each 
article in the mixture is carried 
at its own rate. ... The carload 
minimum weight is, however, the 
highest for any article in the 
mixture; and, if the total weight 
of the shipment is less than the 
applicable minimum weights, the 
deficit or difference between the 
actual weight and the carload 
minimum bears the rate appli- 
cable to the highest rated article 
in the shipment. 





EDITOR'S NOTE: “Advanced Traffic Manage- 
ment" is published by William C. Brown. In a 
later article, Mr. Flocd will discuss other rules 
for classifying freight. 


The modified rule used by mo- 
tor carriers is based on the same 
idea. It allows the freight to be 
carried at its own rate. Not all 
motor carrier rules on this sub- 
ject provide for assessing the 
highest rate to the deficit weight. 
Some assess the rate applicable 
to the lowest rated article in the 
shipment or prescribe a set rat- 
ing regardless of what is actually 
being shipped. 

Rule 11. Gross and Estimated 
Weights. This rule states that 
the freight charges shall be com- 
puted on the gross weights which 
include pallets and skids. Dun- 
nage must be computed sepa- 
rately, as prescribed in Rule 30 
of the railroad classifications. 

It should be noted that most 
railroads have published an ex- 
ception to this rule. It says: 

“When freight in carload quan- 
tities is prepared for shipment in 
conformity with packing require- 
ments and, in addition is loaded on 
pallets, platforms or skids, with 
or without standing sides or ends, 
but without tops, no charge will 
be made for the transportation of 
the pallets, platforms or skids, 
provided shipper specifies the 
weight of the pallets, platforms 
or skids on the bill of lading.” 

(Please Turn to Page 65) 
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Workman loosens wood flour with hoe as bulk material is 
withdrawn by means of Fuller Airveyor at 6 tons per hour 


matically 





At General Electric’s processing plant, wood flour is auto- 
handled. 


Note two explosion vents on top 


New Twists in Tubes 


Speed Bulk Handling 


The smooth and almost effortless flow of bulk material from carrier to storage and back again 


through modern bulk handling systems is steadily replacing old-fashioned brigade operations 


ULK handling case studies in- 
volving such free-flowing ma- 
terial as wood flour, alumina, 

paddy rice, poultry and stock feed, 
hominy, sugar, and hops illustrate 
how modern handling systems are 
achieving Maximum savings in la- 
bor and space. 

The General Electric Co.’s Phen- 
olic Products Plant at Pittsfield, 
Mass., for example, formerly han- 
dled incoming wood flour in bags. 
Wood flour is a finely ground wood 
material used as a filler in phenolic 
molding compounds. It previously 
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took 16 manhours to unload a car, 
it now takes six. 

The plant’s two conveying sys- 
tems provide an automatic opera- 
tion requiring the services of one 
part-time man and one full-time 
operator. The first system handles 
unloading of wood flour from rail 
cars into two 45-feet high storage 
silos. The second system reclaims 
stored material for processing in a 
plant 360 ft away. 

When bags were used, men had 
to load them on dollies and wheel 
the loads to distant elevators. Such 


handling consumed both time and 
valuable storage space. 

Both conveying systems are the 
vacuum type. With such a system, 
turbulence, velocity, and oxygen 
further reduce the possibility of an 
explosion. 


How Unloading Works 


The unloading station is large 
enough for spotting two box cars, 
but only one is handled at a time. 
An operator inserts an intake noz- 
zle on the floor of the car. He then 
selects the proper switch, on a 
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Here at Powell Wharf, the Aluminum Co. of Canada, Ltd., 
loads alumina aboard freighters. Tube houses conveyors 


nearby panel, to direct the mate- 
rial into one of the two silos. 

Both filter receiver and silos 
are made of metal with numerous 
vents of aluminum foil or masonite 
to provide outlets in the event of 
an explosion. 

At the foot of each silo there 
is a rotating plow unloader. It is 
powered by a 5-hp motor which 
transfers stored wood flour into 
the recovery system. A _ rotary 
feeder at the base of each silo de- 
livers material to the air con- 
veyor. The rotary feeder is help- 
ful in isolating damage in the 
event of an explosion. 

A filter receiver atop the proc- 
essing plant receives wood flour 
and drops it through a rotary 
feeder and two-way gate into 
either of the two 3000-lb capacity 
service bins. 

A constant supply is assured 
by high and low indicators. They 
automatically maintain maximum 
and minimum levels in the bins. 

A 12-ft screw conveyor at the 
bottom of each bin carries wood 
flour to a discharge pipe. An- 
other revolving shaft with spiked 
projections agitates the material 
to keep it from bridging. 

Push buttons at the control 
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Bagged ingredients for blending with family flour are 
dumped into pick-up hopper for conveying to storage bins 


panel control delivery of wood 
flour through gravity pipes from 
each bin. The material is dis- 
charged from 10-in. pipes into an 
automatic scale. 

A further combination of pneu- 
matic systems and conveyors is 
providing an unusual and efficient 
method of loading alumina on 
ships at Port Alfred, Quebec. 


Port Handling 


Alumina is loaded aboard ships 
at Port Alfred for ocean ship- 
ment after having been trans- 
ported in hopper-bottom railroad 

(Please Turn Page) 


Emergency equipment which saved 1,600,000 Ib of rice is 
shown pulling away from Vanderford Ranch at Yuba City 


































Numbering designates different bins. 
Slides are 12-in. open-type fast flow 
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-- Bulk Handling 


(Continued from Preceding Page) 


cars from the calcining plants of 


the Aluminum Co. of Canada, 
Ltd., located at Arvida, 21 miles 
inland. 


Pneumatic conveyors in combi- 
nation with a single belt conveyor 
move the alumina. The material 
is elevated 117 ft vertically from 
track hopper through a 10-in. 
aluminum pipe to a disengaging 
box situated at the top between 
two storage silos. 

Enclosed-type slides of weather- 


Operator connects flexible hose from pneumatic blower line to 
coupling for one of 24 vertical risers that convey flour to silo 
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tight construction distribute ma- 
terial from disengaging box to 
the storage silos. They require 
no other enclosure. The slides re- 
ceive the alumina from the fluid 
lift disengaging tank and trans- 
port it to the center of the 60 ft 
storage tanks. 

The silos are equipped with 
open-type slides installed in a 
palmate pattern which converges 
on an opening in the tank wall. 
The slides are activated so that 
the alumina is discharged through 
a flow-regulating gate to a closed- 
type slide. 

The material then is carried by 
belt conveyor. An accurate mea- 
sure of loading rate and _ total 
tonnage is provided by a flow- 
meter belt scale. To permit load- 
ing light ships at extreme high 
tide, a lofting elevator which 
travels on a gantry, is equipped 
with a short section of slide. It 
discharges to the elevator. 

While the two installations pre- 


Trolley 








viously discussed were permanent 
in nature, pneumatic bulk han- 
dling systems need not be, as the 
following instances illustrate. 
Portability 

The Rice Growers Association 
of California owns three systems 
which may be used by its mem- 
bers in time of need. When the 
Feather River overflowed its 
banks at Yuba City, Calif., such 
a system was dispatched so that 
approximately $80,000 worth of 
paddy rice could be saved. The 
system operated around the clock 
until a total of 1,600,000 lb of rice 
was removed. 

A recent fire at Knight’s Land- 
ing, Calif., caused extensive dam- 
age to the warehouse and rice 
drying facilities of the Sutter 
Basin Co-op, another association 
placed one of its portable systems 
near the bins. A suction line was 
connected to a tunnel under the 


bins. The tunnel housed reclaim- 


line conveyor rolls out of steel garage, 


stands ready for use by Clarke Bulk Transfer Co. 





Ring pulls permit selective loading of three com- 
partments of bulk truck made by Sprout-Waldron 
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ing belt conveyors which had 
failed to operate because of fire ‘4 
damage. 

The suction lines removed the = 
rice from the bins to a receiver Serew elevator lifts meal * 


atop a trailer unit. There, it was to 6th floor from the 2nd 
delivered under pressure to large 
trucks at the discharge end. Air 
for both vacuum-type conveying 
operations was supplied by twin- 
rotary, positive-pressure exhaust- 
ers driven by diesel engines. 
Another pneumatic case history 
deals with what appeared to be a 
poor construction site, but proved 





most fortunate for General Mills, ing and packaging operation. cars at the rate of 40 tons per 
Inc. That company built a flour The plant has bulk storage for hour. 
mill in the Louisville, Ky., area. 2250 tons. It can high-speed pack : 
Eight pneumatic conveyors were 200-lb bags. General Mills, Inc., Rail Transfer 
installed. The total system en- has used the system to follow the A trucker in Pennsylvania who 
abled the milling company to en- industry trend toward bulk han- hauls bulk bread flour for a 
joy all of the advantages of the dling and storage as a means of baker, who uses a trolley-line 
selected location while overcom- achieving greater quality control, conveyor to speed operations, had 
ing the disadvantages of narrow- plant sanitation, and economy of the problem of transferring flour 
ness. production. from car to truck at a rail siding. 
Each of the eight conveyors Facilities permit the unloading It was solved by a trolley con- 
plays a specific part of the blend- of standard hopper cars and slide (Please Turn Page) 
Operating along a narrow gage track, the trolley Exterior illustration shows a mill at North Kansas City, Mo. 
line conveyor is positioned adjacent to rail car Note pneumatic tube rising from freight car shed at far left 





Vacuum side of blower is used for self-unloading. 
Cylindrical collector separates -feed from air flow 
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The Airslide 


pneumatically, 


Cement from barge is pumped to storage silo, second tank from 
left. From there inplant pump conveys to mix plant at far left. 





This grain elevator at Toronto water- 
front loads 35,000 bushels per hour 


Malts and grits are being unloaded 
from this boxear into storage bins 





veyor which consists of a light- 
weight aluminum slide fluidizing 
conveyor, an aluminum surge 
hopper, a rotary feeder, a 
breather, and air and conveying 
hoses. 

The assembly is mounted on a 
small car that runs on a narrow 
gage track. It allows positioning 
at any one of four slide car sta- 
tions. Housed in a steel shed at one 
end of the track, the unit is rolled 
out when needed and set up adja- 
cent to the slide car which is to be 
unloaded. 

The slide component of the 
unit, supported by a chain from a 
swivel boom, is hooked to a dis- 
charge opening at the bottom of 
the car. After air hoses and con- 
veying lines are connected, the 
flour is ready for transfer. 

Flour flows from the car by 
gravity through the slide into the 
surge hopper, through the feeder, 
and pneumatically through a flex- 
ible rubber hose into a loading 
nozzle at the top of the van. 
Flour dust is collected and re- 
tained by the breather on surge 
hopper and dust filters. 

Representing the feed indus- 
try’s move toward pneumatic bulk 


storage bins are filled and emptied 
Storage capacity is up to 600,000 lb 





. Bulk Handling 


(Continued from Preceding Page) 


handling is Wirthmore Feeds, 
Inc., Boston, Mass. It uses a self- 
loading and unloading bulk truck 
with which one man can load, de- 
liver, and unload an average of 
30 tons of feed a day. 

Wirthmore’s bulk station is an 
example of automated feed han- 
dling. Feed can be automatically 
unloaded from box or hopper cars 
either to the bulk storage bins or 
directly to a bulk truck. 

In storage space bulk pays off. 
Sacked feed is usually stored 
seven to ten sacks high and the 
space near the ceiling is wasted. 
Sacked feed requires more space 
for similar tonnage than does 
bulk. 

A mill in Kansas City, Mo., re- 
placed its bucket elevator with a 
vacuum-type air conveyor. The 
ingredients handled by the sys- 
tem include soft feeds such as 
barley, wheat shorts, bran, dehy- 
drated alfalfa, hominy, and glu- 
ten feed. The overall average 
rate of unloading is 25 tons per 
hour. 


Screw-Type 


For a change of pace, a large 
producer of matzos— wafers of 
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unleavened bread—and matzo 
meal replaced a worn-out system 
for elevating bulk, free-flowing 
material with a _screw-elevator 
system. 

The system includes two 9-in. 
diameter screw elevators and sup- 
plementary screw conveyors and 
accessories. The lower elevator 
receives meal on the second floor 
of the matzo bakery and lifts it 
23 ft to the fourth floor. There a 
screw conveyor feeds the meal 
into the second elevator. That ele- 
vator lifts it 27 ft to a screw con- 
veyor which discharges the meal 
into the main storage bin on the 
sixth floor. 

As part of the growing trend 
toward bulk distribution of ce- 
ment by water carrier, Gilley 
Brothers, Ltd., a Canadian firm, 
now employs barges which unload 
cement at an average rate of 450 
to 600 bbl per hour. The barges 
have capacities of 4500 bbl. 

The barges are completely self- 
contained with all loading equip- 
ment and necessary facilities on 
board. 

Cemeni is stored in four V-bot- 
tomed hoppers. It is pneumati- 
cally loaded by pump at the ce- 
ment mill through an 8-in. trans- 
port line which runs above the 
hoppers. Even distribution of the 
cement load is made certain by 
three transport line diverting 
valves above the roof. 


American Stores bakery is shown receiving a 
shipment of sugar through flexible steel hose 
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The bottom of each hopper is 
fitted with a 10-in. open-type 
fluidizing conveyor which is 
placed at an 8-deg. angle. Air is 
provided by two 15-hp rotary mo- 
tors. A butterfly valve controls 
the flow of air to each area. The 
slides consist of rigidly mounted 
porous fabric. 

When 2% to 3 psi of com- 
pressed air is introduced through 
the fabric, the cement becomes 
fluidized and flows like liquid. 

In the unloading operation, ce- 
ment from the hopper slides 
transfers to the pump via 10-in. 
enclosed slides. Flow gates regu- 
late the stream from any quad- 
rant. It enables the operator to 
control the trim and heel of the 
barge when necessary. Large ven- 
tilators on the barge house top 
prevent pressure from accumulat- 
ing during unloading. 


Surge Hopper 


The unloading of flour from a 
trestle at a Cleveland bakery 
hinges on a surge hopper and a 
pressure-type air conveyor sys- 
tem. 

The surge hopper does not re- 
quire a pit, it would be undesir- 
able in flour handling operations 
due to sanitary requirements. A 
centrally ‘located panel in the 
bulk storage room controls the 
whole process. 

The panel is designed to graph- 


ically duplicate the sequence fol- 
lowed by the flour through the 
system, by the use of panel lights 
in a flow diagram. 

In another Canadian operation, 
the City of Toronto has an eleva- 
tor-to-ship grain loading system 
which was built with the St. Law- 
rence Seaway in mind. The Sea- 
way is helping to further devel- 
op the Port of Toronto as a trans- 
shipping point. 

Elevators and loading facilities 
are used by shipping companies 
who wish to trans-ship grain 
through the Port. 

The out-loading system in- 
cludes a chain conveyor and tele- 
scopic spout with a capacity of 
35,000 bu an hour. The chain 
conveyor system was preferred 
over a belt conveyor because it is 
dust-proof, and requires less 
space and structural support out- 
side. 

Ship loading is carried out by 
three men. One is in the control 
room above the dock, two others 
are on deck. 

American Stores in Philadel- 
phia uses sugar from a nearby re- 
finery. Sugar is trucked to the 
bakery, a part of the Philadelphia 
warehouse, and delivered to stor- 
age in bulk form. To unload 
sugar, flexible steel hoses are 
hooked to an outlet on the trailer. 

The hoses are connected to a 

(Please Turn to Page 101) 


Bulk flour van shown here is receiving load from Airslide car. 
Flour flows at speed of three tons per minute. Cuts deliveries 
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Warehouse Tightens 
Stock Control 


New warehouse and shipping facilities, coupled with an 


electronic computer, allow this manufacturer to maintain 


a distribution schedule as efficient as 


COMPLETELY new _ ship- 
ping, processing and ware- 


housing procedure has been 
instituted by Purolator Products, 
Inc., Rahway, N. J. 

The two major factors in mak- 
ing the new system possible were 
the acquisition of new warehouse 
and shipping facilities and an 
electronic computer. With the 
automotive industry expanding 
every year, manufacturers have 
been looking to speed up service 
to their customers. Speed and 
economy in processing orders is 
a vital factor in improving ser- 
vice. 

The warehouse, located at Port 
Newark, a Port of New York Au- 
thority facility, provided over 
100,000 sq ft of space. The loca- 
tion was selected for its proxim- 


Uver 100,000 sq ft of warehousing space assures Purolator 
of the inventory necessary to maintain its shipping schedules 
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ity to all modes of transportation 
—within a quarter mile radius of 
Newark Airport, New Jersey 
Turnpike, and water and rail fa- 
cilities. 

The warehouse has been di- 
vided into four separate and dis- 
tinct sections, designed for speed 
and ease of operation. The first 
unit, covering over 35,000 sq ft, 
is the shipping area. Here a team 
of men picks the orders as they 
are received. Under the super- 
vision of Charles Harbutt, gen- 
eral traffic manager, Al O’Neill, 
assistant traffic manager, and a 
warehouse manager, the latest 
equipment has been purchased to 
aid this team in its job. In al. 
there are 31 people working on 
the order processing, stocking, 
and loading and unloading opera- 


it 


is complex 


tions. Five modern lift trucks 
are in constant use. 

Over 900 different items, man- 
ufactured by Purolator, for the 
automotive industry, are fed to 
this shipping and storage area. 
The finished goods are brought in 
by rail and truck. Unloading and 
loading is simplified since the 
new center has 23 truck-trailer 
loading docks and 15 railroad 
loading spots. 

In the shipping area one copy 
of the order and a packing slip 
stay with the truck until the 
complete order is ready for ship- 
ment. Completed orders then are 
assembled by areas so that maxi- 
mum advantage of truck space 
is utilized. All deliveries are 
made by common carrier. 

By keeping everything cen- 


Truck loading docks, 23 of them, assure fast loading and 
excellent schedule maintenance. There are 15 rail platforms 
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trally located, Purolator can ship 
to all areas, and, with its tre- 
mendous inventory, can meet a!] 
requirements with an absolute 
minimum of back ordering. The 
new warehouse is the hub of the 
entire order processing operation. 

The main plant in Rahway, a 
short distance from the shipping 
center, manufactures all after- 
market filters sold through ser- 
vice station dealers and garages. 
Products go direct from the pro- 
duction line to the shipping and 
storage center. 

The same holds true for the 
Ringtown, Pa., and Kent, Ohio, 
plants. The Wayne, Mich., plant 
ships its after-market products 


Shipping area teams pick orders from standing stock moved to this central 
location (shown) from the three-section warehouse. 


Siding is of aluminum 


to the center but ships original 
equipment items directly to the 
manufacturers. 

An interesting point of con- 
struction of the new shipping cen- 
ter is its outside covering. With 
an eye to keeping maintenance 
costs low it was constructed with 
corrugated aluminum siding and 
roof. 

All departments concerned with 
the movement of merchandise are 
coordinated with each having a 
thorough understanding of the 
problems of the others. Meetings 
were held with department heads 
working out their phase of the 
new system so it would coincide 
with all other departments. The 


This warehouse was selected for its proximity to all modes of transportation. 
It is situated near Newark, N. J., airport, turnpike, water, and rail facilities 
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new procedure has enabled the 
production department to be bet- 
ter informed on inventory. The 
combination of all products un- 
der one roof and the additional 
information given by the com- 
puter has made the inventory just 
about fool-proof. 

A perpetual inventory is kept 
with minimum and maximum or- 
der points. This information is 
available for finished stock at the 
shipping center and for raw ma- 
terials at the plants. The invoice 
comes off the computer in six 
copies: original bill of lading and 
a shipping label, packing list 
which is enclosed in the shipment, 
carriers copy of the bill of lading, 
copy for file, a customer’s orig- 
inal, and a duplicate. 

Cards fed into the computer are 
coded for freight category as to 
the type of rates paid on mer- 
ehandise. There are four classi- 
fications: 

@ Oil filter—iron or steel. 

@ Oil filter cartridges and/or 
air cleaners. 

@ Hardware—iron or steel. 

@ Miscellaneous—It is written 
in, for example—promotion ma- 
terial. 

The computer totals the number 
of packages and the weight for 
each of the four categories. It 
also totals the number of pack- 
ages in the order and the weight 
of the entire shipment. The in- 
voice shows, automatically, the 
carrier to be used. 

If the total weight permits 
parcel post shipment, the com- 
puter calculates the charges and 
adds them to the invoice total. 

To further simplify the opera- 
tion the computer calculates the 
number of items in each carton. 
Ordering is now done by carton 
rather than quantity. For exam- 
ple, a certain type filter is packed 
12 to a box. An order comes in 
for 144 filters. Purolator places 
the order for 12 cartons and the 
machine interprets this informa- 
tion from the number of cartons 
to the total items. This has 
helped to cut down shipping er- 
rors. It also is better for the cus- 
tomer in checking orders as they 
arrive. 

Orders now are being processed 
within 48 hours and, as the sys- 
tem takes hold, it is expected 
that time will be cut even more.@ 
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Tilting High Fork Lift 


For high stacking of pallet and 
skid loads of materials, Barrett-Crav- 
ens Co. recommends this tilting-type 
fork high-lift truck. It comes in ca- 
pacities from 1000 to 3000 lb with va- 
ried fork lengths and widths to han- 





dle any size load. Free lift of the 
forks varies with each model. How- 
ever, it can be as much as 65 in. Two 
speeds forward and two backward are 
included. A switch prevents forward- 
reverse power from being applied 
while brake is on. 

Circle No. 35 on Card, Facing Page 55 


Vacuum Cleaning System 
Factory cleanliness is claimed to 

be a simple matter when a Lamson 

Corp. central vacuum cleaning system 





is used. The system consists of a 
cyclone primary dust separator, sec- 
ondary bag-type separator, exhauster 
and motor unit, piping system, and 
fixed pick-ups or flexible nozzles. 

Circle No. 36 on Card, Facing Page 55 
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Drum Lifting Hook 


Handling drums of volatile liquids 
in hazardous areas has been solved by 
this new development from Morse 
Mfg. Co. The cast hook is made of 
non-sparking manganese bronze. It is 





connected to a 3-in. diameter bronze 
ring with double 7/16-in. diameter 
brass rods. The hooks have clearance 
for a %-in. rim and will accommodate 
standard 55-gal drums as well as any 
drum to 34 in. long. Lifting capacity 
is 1000 lb. 

Circle No. 37 on Card, Facing Page 55 


Rubber Dock Fender 


A new rubber fender for trucks, 
truck docks, marine vessels, and vari- 
ous industrial applications is intro- 
duced by Goodyear Tire and Rubber 
Co. The new fender absorbs any shock 
load created by a docking truck or 





vessel. It is produced in a shape which 
prevents vehicle snagging. It is built 
with a flat base, tapered sides, and 
rounded front. It can be installed 
either horizontally, vertically, or di- 
agonally. All hardware is protected 
by the fender. It can be supplied in 
lengths up to 19 ft. 

Circle No. 38 on Card, Facing Page 55 


FOR FURTHER 





INFORMATION 


Nickelplated Chain Lock 


A lock with 36 in. of chain is suit- 
able for locking such things as carts 





to a stationary object. It can fasten 
gates, cages around machinery, or 
lock motors. The chain lock is offered 
by Hamilton Import Corp. 

Circle No. 39 on Card, Facing Page 55 


Grease Sealed Caster 


A new grease sealed caster intro- 
duced by Jarvis and Jarvis, Inc., pro- 
vides complete protection of both up- 
per and lower raceways as well as the 
Grease sealed 


wheel bearings. 


throughout, this type caster comes 
with stem or standard plate. Pressure 
grease fitting guards against dust, 
dirt, lint and abrasive powders. 
Grease seals hold protective grease 
and purge old grease to make way 
for fresh. 

Circle No. 40 on Card, Facing Page 55 
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Extend-A-Load Truck 


The forks and carriage of this 2000, 
3000, and 4000-lb capacity, narrow 
aisle, electric lift truck are moved 
forward and backward hydraulically 
in a pantograph fashion when picking 
up and depositing a load. This fea- 





ture saves valuable floor space. It 
eliminates the need to straddle the 
bottom load with outrigger wheels 
and permits closer placement of 
stacks. The pivoted arms which con- 
trol the movement are arranged par- 
allel to the ground. Truck is offered 
by Yale and Towne Mfg. Co. 

Circle No. 41 on Card, Facing Page 55 


Cargo Locking Device 


An easily installed cargo locking 
device for trucks and trailers is now 
available from S and H Supply Co. 
The device has a friction jack and is 





Units 
are steel with heavy rubber pads on 
each end. Closed, the device is 6 ft 


installed between body sides. 


8 in. long. It extends 16 in. more 
when opened. 


Circle No. 42 on Card, Facing Page 55 
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Dash Instrument Cluster 


The new instrument cluster on Gen- 
eral Motors, Inc., highway tractors 
involves new and modern design. In- 
creased visibility and accessibility re- 
sult. There are two separate instru- 
ment panels with individual clusters 
and printed electrical circuits perma- 
nently sealed to render them impervi- 
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Expanded Fork Truck Line 


Allis-Chalmers Mfg. Co., Tractor 
Group, has expanded its lift truck 
line to include a 3000-lb capacity 
model. Designed and engineered to 
provide maximum maneuverability, 


the new unit is ideal for use in narrow 
aisles. Two transmissions are avail- 
able: the standard two-speed constant 





ous to shock or vibration. The two 
elements are clipped into place firmly, 
but can be removed in seconds. Clips 
are depressed and the units pulled out 
of the dash. A multi-contact plug can 
be pulled from a socket for complete 
electrical disconnection of the sub-as- 
sembly from the dash when desired. A 
typical unit will carry a speedometer, 
air-pressure gage, oil-pressure gage, 
and warning lights. 

Circle No. 43 on Card, Facing Page 55 


Eight-Hour Battery Charge 


C and D Batteries, Inc., has this 
trio of silicon chargers for 24-volt 
industrial truck batteries. The center 
model can charge 12-cell, 24-volt bat- 
teries with up to 600 ampere hour 





capacity in eight hours. On the left 
is the charger designed for eight hour 
charging of six-cell, 12-volt batteries 
with an ampere hour capacity up to 
450. The small unit on the right pro- 
vides an overnight charge for six-cell 
batteries. 

Circle No. 44 on Card, Facing Page 55 


mesh and the optional power-shift 
torque converter drive. The standard 
transmission gives 10 mph speeds, 
power-shift gives speed up to 10.5 
mph. The truck is equipped with an 
extra lift roller mounted design mast 
that provides maximum stacking 
height with a minimum overall low- 
ered height and greater free lift. 

Circle No. 45 on Card, Facing Page 55 


Two-Way Radio 


Speeding deliveries, eliminating 
backtracking, and improving service 
is a two-way radio from Morrow 
Radio Mfg. Co. It operates on the 





citizens band, the new band assigned 
to public use by the Federal Com- 
munications Commission, Its use re- 
quires no technical examination of 
the operator. The two-way radio pro- 
vides communications up to a range 
of 30 miles. 

Circle No. 46 on Card, Facing Page 55 

(Please Turn Page) 
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New Products and Equipment 


(Continued from Preceding Page) 


Cushion-Tire Lift Trucks 


A series of redesigned cushion-tire 
lift trucks of 3000, 4000, and 5000-Ib 
capacity is announced by Hyster Co. 
By elimination of hand shift levers, 
the driver’s left hand is available for 
full-time steering. A right-foot pedal 





provides forward-reverse selection. 
Self-adjusters in brake line circuit 
automatically maintain proper shoe to 
drum clearance throughout lining life. 
New hydraulic pump gives lift speed 
under full load up to 68 fpm for the 
Space Saver 30 and 40, and 53 fpm 
for the Space Saver 50. 

Circle No. 47 on Card, Facing Page 55 


Latex Cement Patching 


A quick, self-curing latext patch 
product for repairing problem spots 
in concrete or masonry is announced 
by The Flintkote Co. It assures a 
tight, non-shrinking bond. Toppings 
are not brittle; shrinkage is reduced 
to a minimum. No primer is required. 
A trowel or spatula will facilitate 
application. 
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Air-Supported Building 


Schjeldahl introduces this new 
building made of heat sealable poly- 
ester film and reinforced nylon skrim. 
The structure can be obtained in un- 
limited length. Width is 60 ft maxi- 





mum. It can be constructed on bare 
ground or any type of standard foot- 
ing or slab that provides efficient air 
seal. Air pressure differential is equal 
approximately to the difference be- 
tween the first and seventeenth floors 
of an office building. 
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Adhesive Foam Tape 


Polyurethane foam tape is available 
with permanent pressure-sensitive ad- 
hesive. It is coated with high tem- 
perature adhesive that, according to 
its maker, Richards, Parents, and 
Murray, Inc., will hold in place in 
spite of extreme temperature fluctua- 
tions from zero to 300 deg. F. The 
polyurethane and adhesive are non- 
corroding and impervious to moisture. 
Other qualities are sound and heat 
insulating, cushioning, and dirt resis- 
tance. 
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Flow Control Register 


A flow control register for counting 
cartons, cases, and boxes is announced 
by Rapids-Standard Co. It counts as 
items pass along via conveyor. Indi- 
vidual objects do not have to be 
spaced on the conveyor. A trigger is 





depressed and an electrical impulse is 
generated for each passing item. The 
method eliminates double - counting 
and may be accomplished with items 
back to back as long as the accelera- 
tion from the trigger finger permits 
resetting of the trigger finger. 
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Can, Jar, Bottle Conveyor 


M-H Standard Corp. has a conveyor 
for handling bottles, jars, and cans. It 
offers quiet, high-speed action with- 
out lubrication. It has nylon track 





under both load and return sides of 
the belt. The conveyor is available in 
widths of 344, 4, 4% 6, and 7% in. It 
can be equipped with stainless steel 
or nylon belts. All sections are stand- 
ardized for interchangeability to al- 
low layout changes. 
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Electric Loader 


Illustration shows the Globe Hoist 
Co. loader used as a loading lift. It 
makes possible the use of palletized 
loads of small packages. It eliminates 





increased manpower during the load- 
ing cycle. A 1-hp motor powers the 
unit. Rising height is 5 ft 6 in. 
Hinged throw-over bridge plate spans 
gap between truck and platform. 
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Lug-Type Tire 

Seiberling Rubber Co. has added a 
new tire to its product line. It is de- 
signed for heavy highway service. 
The tire has a combination of fea- 





tures to provide long wear. It is con- 
structed with nylon cord for protec- 
tion against heat. The tire’s tread is 
wider than usual lug-type tires. Extra 
rubber has been added to the shoul- 
ders. 
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Heavy Vibrator for Bins 


Eriez Mfg. Co. has a bin vibrator 
available in two types. One is the 
impact type in which vibratory out- 





put is in the form of steel on steel. 
The other gives cushioned impact. 
The new addition is for use on bin 
walls of % in. maximum thickness 
with a capacity of 50 cu ft. 
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Black Top Sealer 


A new seal which offers protection 
and extends life of asphalt pavement 





is available from The Monroe Co., 
Inc. It can be applied with brush or 
squeegee. It makes an easy-to-clean 
surface. Large areas can be sprayed. 
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Fire Fighting Sphere 


Resembling a bright red cannon 
ball, Ansul Chemical Co.’s multi-pur- 
pose fire extinguisher features a 
spherical design and one-hand opera- 
tion. The shape of the 2% Ib dry 





chemical fire fighter permits it to be 
placed in almost any location. The 
spent cartridge can be replaced in- 
stantly. The owner can determine the 
proper charge of gas necessary by 
weighing the unit. No pressure gauge 
is needed. 
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Truck-Mounted Crane 


This crane doubles the use of a flat- 
bed or dump truck. It allows one man 
to load or unload a truck in a few 
minutes. Slewing gear provides pre- 
cise positioning of capacity loads. The 





crane mounts in a 13-in. space be- 
tween cab and truck bed. Two safety 
valves prevent overloading. Two hy- 
draulic legs prevent tipping and 
stress on truck frame and springs. 
Lifting height reaches 21 ft. The 
crane is offered by Focowil Corp. 
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Light Freezer Clothes 


Urethane foam has made new de- 
velopments in freezer clothing pos- 
sible. Lightweight, flexible, and 
strong, the clothing has improved 
heat retention powers. In the grow- 
ing refrigerated warehouse industry 
such interlined clothing provides util- 
ity and comfort. The foam has no 
tendency to bunch. National Aniline 
Div. is the manufacturer. 
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Clamping Forks for Drums 


An attachment that stacks, trans- 
ports, and dumps barrels and drums 
is offered by Lewis-Shepard Products, 
Inc. It adds versatility to any fork 





The attachment handles 
wooden barrels and steel or fibre 


truck. 


drums through clamping pressure. 
Their contents are dumped by hy- 
draulic tilting action. Objects handled 
can vary from 18 to 16 in. in diameter 
and be tilted up to 180 deg forward. 
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Shockless Trailer Hitch 


A new shockless trailer hitch has 
been developed by Western Unit Corp. 
It makes use of an air or vacuum 
system that holds the printle eye 
firmly in the coupling eliminating 
shock and rattle. There is sufficient 
freedom to allow the trailer to follow 





the towing vehicle easily. The draw- 
bar triggers. the top latch and auto- 
matically locks the drawbar within 
the hitch. After air is released, the 
hitch will remain uncoupled. The 
drawbar eye is held in raised position 
so that it slips over the printle. The 
driver can easily pull away from the 
trailer. This unit can be used to re- 
place non-shockless hitches. 
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Yard Truck Crane 


Link-Belt Speeder Corp. is intro- 
ducing a 30-ton truck crane in the 
%-yd class. 
width 


The crane has an 8-ft 


over-all which makes legal 





highway travel possible without a 
special permit. The machine has a 
total weight of 60,000 lb. The coun- 
terweight and both front and rear 
outriggers can be removed quickly. 
Separate sets of shafts, gears, and 
clutches permit individual power flow 
for all operations. 
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Hinged Pan Conveyors 


The application of hinged pan con- 
veyors in quench tanks, scrap move- 
ment, foundries, food processing, and 
machined part handling is offered by 
Anchor Steel and Conveyor Co. Draw- 
ings and photographs illustrate ex- 
isting installations. 

Circle No. 63 on Card, Facing Page 55 
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New Products and Equipment 


(Continued from Preceding Page) 


Tractor Crane 


With finger-tip control, an operator 
can rotate the boom of this tractor 
crane 360 deg continuously, raise it 
from horizontal to 75 deg, extend 
or retract it. The crane is a product 





of Drott Mfg. Corp. It has a capacity 
of 2000 lb. Dual acting controls per- 
mit various operations to be done 
simultaneously. 
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Sprayed Asbestos Fiber 

New fire ratings have been an- 
nounced for sprayed “Limpet” as- 
bestos used on cellular steel floors, 
steel columns, and beams. Keasbey 
and Mattison Co. states, in its new 
offering, that the ratings are for one, 
two, three, and four-hour protection 
depending upon blanket thickness. 
The material consists of pure asbestos 
fiber combined with an _ inorganic 
binder. 
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Hand Truck for Bags 


A hand truck for safe and damage- 
free handling of bagged products is 
offered by Nutting Truck and Caster 
Co. One improvement for lighter 
weight is replacement of a solid plate 





steel nose with one of aluminum. It 
is non-slip surfaced for secure loads. 
Snap rings are used instead of cotter 
pins which might snag bags. It is 
available in 48-in. and 52-in. handle 
lengths. 
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Hydraulic Lift Truck 


Designed for in-plant materials 
handling applications, this lift truck 
is highly maneuverable in _ limited 
spaces. It is manufactured by Indus- 





trial Handling Equipment Co., Inc. 
Its built-in hydraulic system has wear 
resistant packings. Lowered height 
of forks is 3% in. and raised 8% in. 
Wheels pivot 90 deg in both direc- 
tions. Units are available in either 
2400 or 4400 lb capacities. 
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Logging Lift Truck 


A heavy-duty logging lift truck 
with a capacity of 16,000 to 24,000 lb 
is available from Patrick Equipment 
Co. It has been designed to meet the 
needs met in handling logs and lum- 





ber. The truck is powered by a Her- 
cules liquid-cooled gasoline engine. 
The engine has center spark plugs 


and separate intake and exhaust 
manifolds. The truck has four-wheel 
drive and brakes, power steering, four 
speeds forward and four speeds back- 
ward. 
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Friction Wheel Strapper 


A special heavy-duty friction wheel 
steel strapping hand tool has been de- 
veloped by The Stanley Works. It is 
for use with cold rolled 1% in. by 
.031 and .035 steel strapping. The 
unit is light, but rugged enough to 
withstand usage required in produc- 


tion line strapping of coils and sheet 
steel. A longer handle provides maxi- 
mum leverage in tensioning strap- 
ping. Double pawl action makes it 
easier to get desired tension. Seal can 
be done to the front or the rear of the 
tool. 
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Narrow Aisle Stacker 


A reach-type, narrow aisle electric 
fork truck 38-in wide is being intro- 
duced by Clark Equipment Co. The 
truck’s power brakes are hand oper- 
ated rather than foot operated. Power 





steering, dual operating controls, two- 
wheel drive, and automatic fork tilt 
are other features. Acceleration is 
smooth. The truck’s capacity is 4000 
lb at 24-in. load center. The truck 
has six speeds in each direction. Con- 
trols for braking, acceleration, and di- 
rection selection are housed in a 
single roller grip handle for right- 
hand operation. The same handle also 
controls lifting and lowering of forks. 
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Skid Lift Truck 


Colson Corp. has a _ new light- 
weight skid lift truck. It is designed 
to reduce operator fatigue without 
capacity loss. The new truck weighs 
245 lb with an open-type lifting frame 


18 in. wide by 42 in. long. It has 5-in. 
under-clearance in raised position. 
The deck moves up and down almost 
vertically so that the load can be 
dropped very close to a wall or par- 
tition. The two lifting frame widths 
are 18 in. and 24 in. Lengths are from 
30 in. to 72 in. in six inch increments. 
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Paper-Handling Truck 


The difficult task of handling 5200 
lb paper rolls from the narrow inte- 
riors of railroad boxcars has been 
simplified with an industrial truck 
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cial counterweight provides a truck 
which is 8 in. shorter than a standard 
unit. 
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Platform Hi-Lift 


New platform truck from Barrett- 
Cravens Co. is ideal for stacking skids 
and boxloads of materials. It also 





handles sheet stock or other bulky 
items not adaptable to pallets. The 
truck has capacities of 4000 and 6000 
Ib. It is available in all popular mast 
heights including telescopic. Only the 
drive wheel and transmission rotate 
with the steering handle. 
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Load, Bale Grab Arms 


A new load grab with bale grab 
arms is now used by Lewis-Shepard 
Products, Inc. It is efficient for small 
warehouse use when light-duty bale 
handling is required. The minimum 





overall truck weight and excellent 
maneuverability offered by this model 
make it well suited for operations in 
old style warehouses where floor load- 
ing capacities and maneuvering space 
often pose major problems. 
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equipped with a revolving paper roll 
attachment. Automatic Transporta- 
tion Co. is the manufacturer. A spe- 





Literature from the Advertisements 






Listed below are brief descriptions of catalogs, brochures, booklets and 


other literature offered by advertisers in this issue of DISTRIBUTION 
AGE. To get your copies of the items offered, simply circle the appro- 


priate number on the Reader Service Card, facing Page 55. 


Jack-Knife Action 

Jack-knife action solves the low under- 
clearance problem on pallet and outrigger 
trucks made by The Moto-Truc Co. Circle 
No. 1. 


Air Freight Service 

A booklet telling how United Air Lines 
Air Freight provides fast, low-cost service 
has been published recently. Circle No. 18. 


Fork Lift Catalog 

Lewis-Shepard Products, Inc., is offering 
its complete L-S Master Line Catalog. 
Circle No. 2. 


Highway Routing Guide 

Gordons Transports, Inc., is offering 
shippers free copies of its latest Routing 
Guide. Circle No. 19. 


Details on Lift Truck 

Allis-Chalmers’ newest lift truck in the 
2000-3000-ib class has outside turning 
radius of 67 in. Circle No. 3. 


Security Service 

Protection against fire, burglary, and 
other hazards is provided by American 
District Telegraph Co. Circle No. 4. 


Lift-Truck Tires 

B. F. Goodrich ‘“‘wired”’ tires give five 
times the service of others assigned to 
lift trucks. Circle No. 5. 


Equipment Replacement 

The Clark Equipment Co. is offering ad- 
vice on a planned equipment replacement 
program for materials handling. Circle 
No. 6. 


Highway Van Trailers 

Full information on the company’s new 
Interchangeable Volume Van Line is 
available from Fruehauf Trailer Co. Circle 
No. 7. 


Dunnage Cushions 

Firestone Industrial Products Co. has 
prepared data on its dunnage cushions 
for cutting damage. Circle No. 8. 


Close Shipment Control 

Shipments on the Chesapeake and Ohio 
Railway are closely followed by CLIC, an 
all-teletype reporting system. Circle No. 
20. 


Lift Truck Transmission 

Lamson Mobilift Corp. will supply the 
reader with details on its Mobil-Matic 
transmission. Circle No. 9. 


Complete Line of Casters 

From The Colson Corp’s. list of over 
2000 types of casters, users can pick the 
right caster for the job. Circle No. 10. 


Motor Carrier Service 

McLean Trucking Co. is offering ““know- 
how”’ service on truck loads or less. For 
information, Circle No. 21. 


Light-Weight Dockboard 

Literature is offered by Brooks & 
Perkins, Inc., on magnesium dockboards, 
hand trucks, etc. Circle No. 11. 


Elevating Tailgates 

Elevating Tailgates in capacities of 1100 
and 1300 are made by H. S. Watson Co. 
Circle No. 12. 


Fork Truck Steering 

Mobilift center line steering is featured 
in literature from Lamson Mobilift Corp. 
Circle No. 13. 


Hand-Truck Casters 

Bond Foundry and Machine Co. is fea- 
turing two single ball race casters. Circle 
No. 14. 


Dock Board Bulletin 

“Difficult Dock Problems and How to 
Solve Them,” is a bulletin prepared by 
Magline, Inc. Circle No. 15. 


Free Subscription 

Shippers, export managers, and traffic 
men are offered free subscriptions to 
Harbor Highlights by the Port of Long 
Beach. Circle No. 16. 


Two New Lift Trucks 

Automatic Transportation Co. is intro- 
ducing its Crab and Elf lift trucks in new 
literature. Circle No. 17. 
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New Fork Truck Series 


A new six-page folder on its new 
line of heavy-duty fork trucks has 
just been released by The Elwell- 
Parker Electric Co. The electric pow- 
ered trucks are available in capacities 
from 12,000 to 20,000 lb. Free litera- 
ture contains engineering informa- 
tion with dimensions and _ specifica- 
tions. A special table compares fea- 
tures of the trucks with similar mod- 
els. Truck components including drive 
and trail axles are covered. 
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Canvas Cushion Wheels 


A four - page 
offering from 
Divine Brothers 
Co. is concerned 
with latest in- 
formation on 
canvas cushion 
wheels. Accord- 
ing to the folder 
such wheels are : 
ideally suited for use on factory 
trucks where rough floors are en- 
countered. The wheel is constructed 
with thousands of thread ends ex- 
posed to the floor surface. Blocks of 
new cotton duck are set radially to 
the rim and compressed into a solid 
mass. 
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Group Accident Twins 

The American Casualty Co., has in- 
troduced group accident twins. They 
are a pair of policies which provide 
complete accident coverage for em- 
ploye groups. Literature about the 
policies explains that the first policy 
is voluntary accident coverage, a new 
concept of protection in group acci- 
dent insurance. It offers high-limit 
coverage with a selection of the 
amount decided on an individual basis. 
The second policy gives blanket pro- 
tection for employes on company busi- 
ness trips. 
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TM Cuts Shipping Costs 


How shipping handling costs were 
reduced at a New Jersey company is 
described in a four-page bulletin from 
the Oliver Corp. The traffic manager 
planned the conveyor installation to 
replace an “all hands” method of 
handling with a “no hands” method. 
The bulletin, fully illustrated, includes 
a floor plan showing one of the two 
conveyor lines in operation. 
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Reusable Shipping Containers 


A 12-page brochure from DeVilbiss 
Metal Fabricators Co. has _illustra- 
tions of metal containers designed, 
engineered, and built to effect major 
economies. The steel and aluminum 
containers are continuing to play an 
important part in the fields of elec- 
tronics, aircraft, atomic equipment, 
and missiles and rockets. 
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Package Design 


It is a far cry from a jack-in-the- 
box to a jet engine, but both facing 
the rigors of transportation and stor- 
age require special pampering in 
packaging. That a shipping container 
is a personalized thing becomes clear 
in “Package Design Engineering,” 
written by Kenneth Brown. Brown is 
a member of the staff of Space Tech- 
nology Laboratories, Inc., and on the 
Technical Teaching Staff at the Uni- 
versity of California. His book is 
the latest addition to his publisher’s 
materials handling and packaging 
series. It is available from John 
Wiley and Sons, Inc., 440 Fourth Ave., 
New York 16, N. Y. Price: $8.50. 





e Catalogs 

°e Specifications 
¢ Directories 

e Case Studies 
e Reports 








Air Freight Routing Guide 


A quick reference guide for routing 
air freight shipments from New York 
City has been printed by Mercury Air 
Freight, Inc. The wall-sized guide is 
designed to assist shippers in plan- 
ning the routing of deliveries by list- 
ing the carriers which serve major 
cities throughout the world. Over 
400 cities and 36 airlines are listed. 
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Steam Cleaning Guns 


High pressure combination cleaners 
from the Malsbary Mfg. Co., are de- 
signed for heavy continuous use of- 
fering a 400 lb blast of steam. The 
units are used effectively by truckers, 
railroads, and plants where amounts 
of grit and grime gather. Various 
units are described in a brochure. 
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Port Facilities 

Facilities available through the 
Port of Los Angeles are covered in 
a brochure and map recently made 
available. Pictures of the port’s his- 
tory along with a full description of 
its present situation may be found 
in the offering. A map of the port 
area will be of interest and assistance 
to shippers. 
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Touch Stenciling 


Forty-nine marking jobs handled 
with ease through handprinters and 
labeling printing machines are cov- 
ered in a brochure on touch stencil- 
ing. Weber Marking Systems points 
out that one mimeograph-type stencil 
can address 50 cartons a day. 
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The Complete Export 


The Seven Santini Brothers has re- 
leased a booklet on its complete ex- 
port warehousing service from begin- 
ning to end. Processing, design, con- 
struction are described. 

Circle 83 on Card, Facing Page 55 
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Marking, Sealing Shipments 

A new 24-page 
booklet is offered 
by Marsh Stencil 
Machine Co. It 
explains how to 
stencil mark 
for safe 
delivery, which 
type of ink for 
specific marking 
jobs, three ways 
to stencil, conversion tables for 
weights and measures, export mark- 
ing data, and a scale for measuring 
in inches and centimeters. 
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Low-Cost Car Liner 


Ford Carliner Division has devel- 
oped a ear liner made of three sheets 
of tough impregnated, puncture resis- 
tant liner board; two panels of heavy 
corrugated board bonded to liner 
board and steel with adhesive; and 
three % in. steel straps embedded in 
the heart of the panel. The liner has 
no protruding edges. It can be instal- 
led without costly shop time. It is 
resistant to cold, heat, and moisture. 
A folder describes liner characteris- 
tics completely. 
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Chicago Terminal Services 


Terminal Services Division of North 
American Car Corp. is offering a leaf- 
let on the Sag Junction Terminal. The 
literature attempts to introduce the 
company’s Chicago services. The ter- 
minal, at Lemont, Ill., is 25 miles 
from the Loop. It is on Route 83 and 
provides direct non-stop connections 
with the Toll Road. The terminal has 
one mile of water frontage on the 
Cal-Sag Canal. The literature dis- 
cusses in-transit storage, the Sanitary 
Ship Canal, Calumet Sag Channel, 
rail and truck service, and water 
transportation. 
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Low Bed Trailer 


Low bed height, hitches, handling, 
four-wheel electric brakes are some 
of the points highlighted in a new 
folder from Locomotion Engineering, 
Inc. Illustrating a line of trailers 
for use with light trucks, the folder 
makes full use of photographs. Per- 
tinent specifications are provided. 
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Battery Applications 


C and D Batteries, Inc., will be 
glad to send copies of illustrative ma- 
terial in article form featuring its 
batteries “in use” at various points 
of operation. The handling of electric 
light bulbs, frozen foods, makes up 
the contents. 
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Radar Freight Service 


Freight service from the Southern 
Pacific maintains efficient and _ re- 
warding results through the use of 
radar which makes maximum service 
possible in all types of weather. A 
profusely illustrated and captioned 
folder shows the radar service in op- 
eration. 
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Change Package Tester 


Package cushioning tester design 
changes are described in a newly- 
released Air Force report. The pub- 
lication, prepared at the Wright Air 
Development Center, discusses drop- 
ping-carriage redesigns for the plat- 
form-type tester. The report PB 
1216-S, “The Theory and Operation 
of a Dynamic Tester for Evaluating 
Package Cushioning Material,” is 
available from the Office of Technical 
Services, Dept. of Commerce, Wash- 
ington 25, D. C. Price: 75 cents. 


DA Truck Specifications 


The DA Industrial Truck Specifica- 
tions 1959-60 are off the press. Once 
again, reprints in handy booklet form 
are being made available to our read- 
ership. This year’s edition includes 
vital specifications on some 1000 dif- 
ferent models of industrial trucks. 
Included are end-loading or straddle 
carriers, high-lift fork and platform 
trucks, low-lift fork and platform 
trucks, non-lft platform trucks, tow- 
ing tractors, and end-loading (shovel) 
trucks. 

Single copies are available by writ- 
ing The Editor, DISTRIBUTION AGE, 
Chestnut and 56th Sts., Philadelphia 
39, Pa. Price: 50 cents. Quantity lots 
will be quoted on request. 





New Air Hoist Line 


Complete specifications, operating 
data, and accessory information on 
the new line of Yale and Towne Mfg. 
Co. hoists now is available. All criti- 
cal dimensions of importance for in- 
stalling the new hoists are detailed 
on a single page of schematic draw- 
ings. Individual photographs are 
used to explain features of various 
operating components. One page is 
devoted to a description of accessory 
equipment applicable to the air hoists. 
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Vibratory Feeder Catalog 
Syntron Co. has published a new 
catalog on its vibrating feeders. The 
feeders are designed for finger-tip 
control and low maintenance feeding 
of bulk materials. The 32-page cata- 
log contains descriptions and specifi- 
cations of the company’s line of feed- 
ers. 
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Record of Performance 


The ability of lead-battery powered 
industrial trucks to get 20 to 30 per 
cent more work done than equivalent 
trucks with other power sources is 
documented graphically in one of 
two new bulletins offered by The 
Electric Storage Battery Co. Uni- 
formly peppy performance of elec- 
tric trucks at the end of a typical 
eight-hour work shift is demonstrated 
in graphs plotted during typical oper- 
ations. 
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Time, Cost Record Book 


To assist owners in determining 
the cost of owning and operating 
equipment, Caterpillar Tractor Co. 
has prepared a 24-page monthly time 
and cost record book. You can re- 
cord day by day, each machine’s ex- 
penses. A summary sheet is pro- 
vided. There the totals for each 
month can be entered to obtain an- 
nual cost figures. Spaces are pro- 
vided for quantity and cost of diesel 
fuel, gasoline, lubricating oil, grease 
filters, hydraulic oil, repair labor, 
operator’s time. Space is given for 
miscellaneous charges. To help com- 
pute operational costs, simple meth- 
ods of calculation are contained in 
the last section of the book. 

Circle 93 on Card, Facing Page 55 


M-H Case History 

How a major drug company main- 
tains a standing inventory of over 
15,000 items, handles warehouse proc- 
essing smoothly, and combines receiv- 
ing and shipping operations is covered 
in a booklet from Lewis-Shepard 
Products, Inc. The case history is il- 
lustrated with a series of action 
photographs. All phases of the op- 
eration are explained fully. 

Circle 94 on Card, Facing Page 55 
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Show Roundup 





MHI Exposition Points Way 
To Better Handling Methods 


ERHAPS the most dramatic 

announcement made during 

the recent Material Handling 
Exposition was that concerning a 
new schedule of regional shows. 

Robert F. Moody, chairman of 
the Expositions Committee ex- 
plained that the regional shows 
have been scheduled so that prod- 
ucts will be taken to various mar- 
kets instead of the markets coming 
to the products. 

The schedule of regional shows 
as announced by The Material 
Handling Institute, Inc., calls for 
at least fonr and not more than 
six industrial materials handling 
equipment shows in the years 
1960 and 1961. 

Boston, Mass., will play host to 
the first show from June 6 to 8, 
1960. It will be known as the New 
England Show and will be held in 
the Commonwealth Armory. The 
Kentucky Fair and Exposition 
Center, Louisville, Ky., will hold 
the Central States Show from No- 
vember 8 to 10, 1960. 

The Pacific Coast Show will be 
held in San Francisco at the Cow 
Palace. Dates are February 22 to 
24, 1961. Philadelphia’s Conven- 
tion Hall will be used for the 
Eastern States Show on May 9 to 
11, 1961. 

Approximately 23,000 people at- 
tended this year’s Exposition to 
see exhibits of 237 manufacturers 
who set the trends in the mate- 
rials handling industry. 

Addressing the 10th Anniver- 
sary Banquet of The American 
Material Handling Society, Under 
Secretary of Commerce for Trans- 
portation John J. Allen, Jr., 
sketched the advantages and op- 
portunities for railroads, trucking 
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MHI does about-face in move to bring product 


to market through a series of regional shows 


scheduled to begin June 6, 1960, at Boston 


lines, freight forwarders, termi- 
nal and warehousing operators, 
and others resulting from the St. 
Lawrence Seaway activity. 

Relating Seaway activity to the 
materials handling industry, Al- 
len said that “the transportation 
developments which I discussed 

. represent a real challenge to 
all of us working toward maxi- 
mum efficiency and utilization in 
the movement and exchange of 
commodities. 

“Materials handling is a pivotal 
factor in achieving greater effi- 


Shock absorber door by Clark Door 
Co. takes fork truck punishment 











ciency of our transportation fa- 
cilities. Your organization will 
play an important part in keeping 
the sciences of cargo handling 
abreast of the improvements in 
transport capability.” 

On these pages are some exam- 
ples of developments presented dur- 
ing the recent Exposition. For ad- 
ditional information simply circle 
the appropriate number on the 
Reader Service Card facing page 
54. Other show equipment was il- 
lustrated in the May and June 
issues of DISTRIBUTION AGE. @ 


Brooks and Perkins manufacture this 
dock plate for light equipment 


Circle No. 114 on Card, Facing Page 55 
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Straddle carrier which will stack cargo containers two high was introduced 
by Clark Equipment Co. Developed for work with containerized freight jobs 


Circle No. 115 on Card, Facing Page 55, for more information 





This was one of two new cranes introduced by Austin-Western, It operates 
easily in the 10-ton range. Boom extends 25 ft, retracts to 15 ft. It tilts 


Circle No. 116 on Card, Facing Page 55, for more information 


Baker Industrial Trucks exhibited its sideloading fork truck which unloads 
and loads itself, stacks and unstacks. It can stack loads up to 12-ft high 


Circle No. 117 on Card, Facing Page 55, for more information 
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New line of aix-operated hoists by 
Shaw-Box Crane and Hoist Div. here 


Circle No. 118 on Card, Facing Page 55 


Metal pallet allows four-way entry. 
Union Metal Mfg. Co. is the maker 


Circle No. 119 on Card, Facing Page 55 





Raymond Corp’s. walkie stacker has 
24 volt system. For narrow aisles 


Circle No. 120 on Card, Facing Page 55 
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IDP Unifies Distribution 


Integrated data processing keeps this company’s distribution 
schedule at top efficiency with instant communications between 


company headquarters and three main district sales departments 


HIS company took a qualified 
look at its distribution pro- 
gram and discovered that the 
inherent benefits from the instal- 
lation of a modern integrated data 
processing system could solve many 
of its distributor weaknesses. 
Before examining IDP results, 
however, let’s take a look at what 
we set out to accomplish when the 
project planning was started about 
five years ago. First, a few words 
about the Carborundum Co. will 
help to orient you to our problem. 
While we are a leading manufac- 


en 


8 





Remington Rand tape conversion equipment is used at Carbor- 
undum in order to convert incoming paper tape to magnetic 


turer of abrasive, refractory, elec- 
tronic and nucleonic products, with 
operations organized in 31 operat- 
ing divisions and subsidiary com- 
panies in 11 countries around the 
world, we are most generally asso- 
ciated with abrasives. 
Corporate Divisions 

To serve the abrasive market, 
we have three corporate divisions. 
Each is responsible for the manu- 
facture, distribution and sale of 
its product lines: The Electro Min- 
erals Division (abrasive grains and 


powders); the Bonded Abrasives 
Division (wheels, stones, etc.) ; and 
the Coated Abrasives Division 
(sheets, rolls, discs, belts, etc.). 

Serving these Divisions are 12 
combined warehouses and sales of- 
fices throughout the United States. 
The headquarters of these divisions 
—and of the company are in 
Niagara Falls, N. Y. That is where 
our communications and computing 
centers are located. 

To meet the daily needs of our 
customers we stock over 30,000 
separate products. In _ addition, 
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each year, we make to order over 
100,000 special products not carried 
in stock. 

When our president, Gen. Clinton 
F. Robinson, joined the company a 
few years ago, he was impressed by 
the mountains of paperwork en- 
cumbering our operations. He also 
learned that—in spite of all the 
paperwork—facts and figures for 
proper management control were 
not available. Individual locations 
often were forced to operate with- 
out one knowing what the others 
were doing. 

Robinson set out to standardize 
and automate our administrative 
processes. His goal was to put a 
halt to the rate of increase in ad- 
ministrative costs, provide better 
and faster information for all lev- 
els of management, and make pos- 
sible better direction and control 
of the business. 


Long-Range Program 


Out of these concepts came a 
long-range program for integrat- 
ing and mechanizing our paper- 
work—starting with customer or- 
ders and their related source docu- 
ments and finishing with the an- 
nual report to the stockholders. In 
between are all the functions of 
order entering, inventory control, 
production planning and control, 
distribution, sales and market anal- 
yses, and accounting. 

After detailed analysis of our 
procedures, we did a thorough job 
of charting the flow of data 


Wheels that are ready for customers are stored in this 
block-long stockroom, i 


Note orders 
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By W. A. Ferguson 


Manager, Data Processing Branch 
Carborundum Co. 


through all functions of the busi- 
ness. 

We saw that all actions traced 
back to only five types of original 
source data: 

1. The customer order—which 
generates all other activity. 

2. Manpower data—as reflected 
in payroll. records. 

3. Materials, supplies and ser- 
vices—as evidenced in purchase 
documents. 

4. Physical assets—as shown by 
capital appropriations and related 
records. 

5. Master information records— 
as evidenced by such things as cus- 
tomer files, product catalogs, price 
lists, etc. (i.e., those things which 
must be a matter of record for a 
company to do business). 

It became evident to us that’ if 
we could standardize and mechan- 
ize the recording and processing of 
these few types of source docu- 
ments, we would be well along the 
road to having completely auto- 
mated and integrated our paper- 
work systems. 

We then designed the fundamen- 
tal operating procedures and rec- 
ommended the equipment necessary 
to do the mechanization job. We 
decided to concentrate our initial 
efforts on the three abrasive divi- 


sions. 


aisle are filled 


We began with customer order 
processing—providing a foundation 
upon which we could build our total 
system in sequential steps. It was 
not only the logical thing to do 
from a systems point of view, but 
it also offered us the opportunity to 
make significant and tangible im- 
provements in customer service 
early in the game. 

During the latter part of 1956 
and early 1957, we received deliv- 
ery of our equipment for input 
data recording at sales offices and 
plants; teletype equipment to trans- 
mit the information to Niagara 
Falls, and a computer system to 
process the data. 


System Operation 


When a customer order is re- 
ceived at one of our 12 district of- 
fices, the operation begins. Using 
prepunched customer and product 
paper tapes, sales orders are writ- 
ten for district office processing. 
Simultaneously, a paper tape record 
of the complete order is produced. 
It is transmitted on teletypewriter 
to the Communications Center at 
Niagara Falls. The receiving tele- 
type equipment produces duplicates 
of the original tapes transmitted by 
the district. 

During the day, the paper tape 
is fed into a paper-tape-to-magnet- 
ic-tape converter which records the 
order information on magnetic tape 
for further processing. 

In order processing operations, 

(Please Turn to Page 68) 


Shipping department of the Coated Abrasives Div. of 
the Carborundum Co. handles, ships to all parts of U. S. 











Part I=The Insulated Body 





Hiow to Choose 
Your Reefer 
Equipment 


BOUT THIS time of year, re- 
A frigerated trucks are groan- 
ing under the strain of peak 
service. Traffic managers, trans- 
portation managers, shipping su- 
pervisors, as well as owners of 
large retail and wholesale houses, 
distribution warehouses, and 
processing plants are groaning 
too. 

Either business is better than 
expected and the reefers are too 
small, or there are not enough on 
hand. Heavy-duty service of the 
older models is creating mainte- 
nance and _ out-of-service head- 
aches. Yet, months ago every one 
concerned was quite sure that the 
preparation for peak service was 
quite good. 

Many of the above problems 
started with improper selection of 
reefer equipment in the first 
place. The problems concerned 
with the proper choice of bodies 
and refrigerating units can be- 
come very technical. If you, as 
the buyer, do not understand the 
meaning of K factors, btu’s, en- 
gine- powered alternators, con- 
densers, evaporators, and such— 
you are in trouble. Your chances 
of getting the proper and most 
efficient reefers are poor. 

While this technical language 
may seem frightening to the lay- 
man, it actually is no more diffi- 
cult to master than, say, traffic 
nomenclature. This article and 
the one to follow—refrigeration 
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Recent studies disclosed need to seal body to eliminate 
entrance of air and moisture. Graph above shows added 
heat that cooling system must absorb when a leak occurs 


The chart below, while based on an exaggerated example, 
does illustrate payload loss in pounds per month due 


to the amount of moisture driven into body’s insulation 
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systems—reduce technical terms 


to simple language. Combined 
they will provide a _ handy, 
abridged reference manual on 


highway reefer equipment. 

When you buy a body for a re- 
frigerated vehicle you have one 
basic goal: To select a unit which 
will keep out heat at the lowest 
total cost. 

Total cost has several elements. 
It will help if you think in terms 
of spending four things: 

1. Money—this includes your 
purchase price plus maintenance 
and operating costs for the body 
over its life. 

2. Space—this will be spent 
mainly on the thickness of insula- 
tion you need. It affects payload 
capacity, so on light density cargo 
it can be of major importance. 

3. Weight — again, you want 
maximum payload, but not at the 
expense of cargo protection. 





4. Heat resistance — this de- 
pends on your cargo. It’s often 
the controlling factor, since the 
basic job of the refrigerated ve- 
hicle is to get the cargo to its 
destination at the right tempera- 
ture. 

Space, weight, and heat resis- 
tance can be expressed in terms 
of money. That’s one of the tasks 
you'll face before you’re ready to 
choose a specific body. But before 
you get that far, there are several 
facts to consider. With these 
you'll be able to balance how 
much of each element you need to 
spend to get the best combina- 
tion. 

Heat resistance needed deter- 
mines many of your decisions. 


It can be considered in two 
phases . 

1. The amount of heat you have 
to keep out. 


2. The ability of the body and 
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You need sound knowledge of K factors, engine-powered 


alternators, condensers, and btus if you are in today’s 


market for reefers. Here are terms, facts explained 





Illustration above concerns losses from leakage: 1. warm 
air comes in, cool air goes out; 2. warm air forms ice in 
insulation after condensation; 3. ice produces sagging 


The illustration below, 4., shows warm air entering the 
trailer and forcing cool air out. Warm air and cool 
produce harmful condensation. Ice, 5., shown in corners 
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the insulation materials to do the 
job. 


Heat Resistance 


Here are the principles of heat 
resistance: 

1. Heat is a form of energy. It 
moves from a warm surface to a 
cooler surface. It moves faster 
through some materials than 
others. ' 

2. Heat is measured in British 
thermal units. A btu is the 
amount of heat needed to raise 
the temperature of 1 lb of liquid 
water 1 deg F in 1 hr. 

3. A material’s ability to resist 
heat is called its K factor. By 
definition this is the number of 
btu’s that will pass through a 
piece of material which is 1 sq ft 
in area and 1 in. thick in one 
hour when there is a temperature 
difference of 1 deg F between the 
two surfaces of the material. The 
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lower the K factor, the better the 
insulation quality. 

4. Heat enters a cargo com- 
partment in three ways. It is 
transmitted through the materials 
used in the body. It is carried in 
air which enters through holes in 
the body or through the door 
when it is opened. It is given off 
by the cargo itself through the 
natural process of respiration. 

5. In addition to heat, air car- 
ries moisture. The warmer the 
air, the more moisture it carries. 
When it stays in the body, water 
adds weight and reduces the heat 
resistance of the material in 
which it’s carried (see charts). 


Required Temperature 


To measure heat gain you have 
to know the cargo’s required tem- 
perature and the highest outside 
temperature on the route. Since 
potential heat gain is highest 


with a frozen cargo, let’s assume 
a cargo level of 0 deg F. Assume 
an outside temperature high of 
100 deg F. This is not extreme. 
Studies show the temperature at 
the body’s outside surface may be 
up to 25 deg F higher than the 
surrounding air temperature. 

By subtracting inside tempera- 
ture from outside temperature, 
you get the temperature differ- 
ence. This is a basic figure. 
While it can be used in calcu- 
lating the heat resistance needed 
by the walls, it is too low for the 
floor and ceiling. 

For the floor, one equipment 
supplier adds 10 deg F to the 
basic figure. This allows for en- 
gine exhaust heat and radiated 
heat from the road. For the roof, 
the same company adds 20 deg F 
to the basic figure to counteract 
effect of direct sun if the unit is 
to be used in a sunny area. We 
now have temperature differences 
of 100 for the walls, 110 for the 
floor, and 120 for the roof. 

Taking the walls first, consider 
1 sq ft of surface. Say it has 6 in. 
insulation with a K factor of 
0.250. Multiply the area (1) by 
the temperature difference (100) 
by the K factor (0.250) then di- 
vide by the thickness (6) and you 
get a heat load of 4.16 btu per 
square foot of wall surface. 

For the floor and roof, with 
four inches of insulation with the 
same K factor, you get a heat 
load of 6.88 btu per square foot of 
floor and 7.50 btu per square foot 
of roof. 

So, in a body with 300 sq ft of 
wall surface and 100 sq ft each 
of floor and roof, there is—in one 
hour—transmitted a heat load of 
1248 btu through the walls, 688 
btu through the floor and 750 btu 
through the roof. Total for the 
body: 2686 btu per hr. 

But this is still an intermediate 
figure. It does not allow for heat 
entering the body through the 
frame-work, or heat in air enter- 
ing the body through leaks or 
when the door is opened. 

A 10 per cent allowance can be 
used for heat passing through the 
frame-work. That ups the hourly 
load to 2955 btu. Effect of air 
leaks varies with the speed of 
the vehicle, so we'll assume the 

(Please Turn to Page 73) 
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SHIP 
PIGGYBACK 


Fast, Dependable 
Door-to-Door Service 


Expedited service between 
Chicago, Toledo, Cleveland, 
Buffalo and St. Louis, or be- 
tween these points and principal 
eastern, western and southwest- 
ern destinations. Corresponding 
Nickel Plate service between 
substantially all important east- 
ern points and the West and 
Southwest. 


Open-top, closed and insu- 
lated vans; flat beds and other 
types of trailers available to suit 
shippers’ or consignees’ re- 
quirements. 





FOR RATES 
AND SCHEDULES CONTACT 


Nickel Plate Road 
Terminal Tower 


Cleveland 1, Ohio 









































Or look 
under “Railroads” in the 


yellow pages of your phone bcok 
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..- Guaranteed Rates 
(Continued from Page 29) 


point, it would seem that there are 
two important questions to be 
answered in order to determine its 
future: 

1. Would guaranteed rates be 


legal under the Interstate Com- 
merce Act and the Anti-Trust 
Acts? 


2. Is it likely that new legislation 
would be introduced if it were de- 
termined guaranteed rates violated 
the Anti-Trust Acts or if they vio- 
lated the intent of the Interstate 
Commerce Act? 

To determine whether guaran- 
teed rates were in violation of 
either the Sherman Anti-Trust Act 
or the Clayton Act would require a 
major fact finding procedure be- 
yond the scope of this analysis. 
However, there is a precedent. It 
is federal reaction to the dual rate 
proposal of the international water 
carriers. 

In this instance, the government 
enacted the Webb-Pomerene Act of 
1918. International water carriers 
were permitted to engage in dual 
rate practices through conference 
agreements. This gives some weight 
to the argument that dual rates 
might have been regarded as ac- 
tions in restraint of trade. The 
passage of the Reed-Bulwinkle Act 
in 1948, legalizing rate bureaus for 
rail carriers, also’ indicates that 
Congress considered special per- 
mission for certain rate setting 
practices necessary. 

The passage of the Webb-Pomer- 
ene Act and the Reed-Bulwinkle 
Act also gives evidence that Con- 
gress will act to legalize certain 
rate making practices. In the above 
cases, the bills had recommenda- 
tions from the ICC, a large seg- 
ment of the carriers or the ship- 
ping public. 

Very likely Congress would grant 
legal permission to indulge in guar- 
anteed rates if they were widely 
supported. 

The question of whether or not 
guaranteed rates would be con- 
sidered contrary to the intent of 
the Interstate Commerce Act is an 
equally difficult legal maze. It is 
quite certain that guaranteed rates 
would not be considered discrim- 


inatory under Section 3 (1) of the 
Act. This section states among 
other things :, 

“It shall be unlawful for any 
common carrier subject te the pro- 
visions of this part to make, give, 
or cause any undue or unreasonable 
preference or advantage of any 
particular person, company, firm, 
corporation, association. .... 

Since the opportunity for guar- 
anteed rates would be made avail- 
able to all shippers moving the 
given product between the given 
points, they would probably not be 
considered discriminatory. 

The key legal questions with 
reference to the Interstate Com- 
merce Act evolves around the policy 
section of the act. The ICC is di- 
rected to preserve the inherent ad- 
vantages of each mode of transpor- 
tation. 

It also must assure the nation of 
a transportation system adequate 
to meet the needs of commerce and 
defense. 

The ICC has consistently looked 
with misgiving on any act of a 
carrier under its jurisdiction which 
seemed to result in destructive 
competition. This probable result 
of guaranteed rates will cause the 
Commission the most concern. The 
application of guaranteed rates by 
a rail carrier would be followed by 
an identical retaliatory act by its 
competitor. Should retaliation on 
guaranteed rates blossom out into 
rate wars on an industry level, the 
damage could be catastrophic. In 
the area of this state of conflict be- 
tween the policy provisions of the 
Interstate Commerce Act and the 
likely result of large scale applica- 
tion of guaranteed rates lies the 
“achilles heel.” 

In view of this threat to the 
transportation system, it can be 
expected that the Commission will 
only authorize guaranteed rates 
under very limited circumstances. 
These will be cases in which the 
assured volume of bulk products 
will so reduce costs as to justify 
application of the new rates. @ 

(Resume Reading on Page 30) 


4The Interstate Commerce Act, Senate Docu- 
ment No. 72, Section 3 (1), p. 18, November |, 
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-.-- Ocean Rate 


(Continued from Page 35) 


The cargo must be transported to 
and from the ship by means of 
harbor craft known as lighters. 

@ Special deliveries or loading 
points call for extra operating ex- 
penses, much like switching 
charges for railroad freight. If a 
sufficient volume of traffic is of- 
fered, common carrier shipping 
usually will call at several load- 
ing or unloading areas in a given 
port and at no extra cost to the 
customer. 

@ Fixed charges, such as inter- 
est on indebtedness, rentals, and 
other fixed charges must be cov- 
ered in the freight rate. This is 
true of other types of transporta- 
tion also. 

@ Insurance on hull, workman’s 
compensation and other insurance 
must be covered in freight rates. 

@ Port facilities cost a ship op- 
erator what amounts to a parking 
fee, only it is called berth fees. 
If the port facility is owned by 


the operator, there are fixed costs. 














FOR INFORMATION CALL OR WRITE 


EHIGH 


e Port regulations—hours of 
transit. If a ship arrives in a port 
at hours of the early morning 
when facilities for piloting, tow- 
ing and berthing are not avail- 
able, this constitutes lost time that 
must be accounted for in rates. 

@ Port charges and dues of 
every nature must be covered. 
These include tonnage taxes lev- 
ied by governments and any other 
port dues that may be assessed. 

@ Canal tolls are big cost items 
on routes that require transiting 


canals. A loaded ship transiting | 


the Panama Canal pays several 
thousand dollars for this service. 
In view of the time and distance 
saved by using the canal, this is 
a good investment. 

@ Port location is a cost factor 
that must be included in rates. 
Ports located on rivers, perhaps 
hundreds of miles from the ocean, 
require extra time. This cost must 
be paid for. Generally, except in 
specific commodities, such charges 
are not levied against ports that 
are so situated but are included 
somewhere in the cost calcula- 
tions. @ 


(Resume Reading on Page 38) 
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handle and process any cargo. . 
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ask your driver 


about MOBILIFT 


and the Mobil-Matic transmis- 
sion, He will tell you it means 
day-after-day, easy-to-oper- 
ate control on both stand-up 


and sit-down models. 
Look us up in the Yellow pages or 
write today for further details! 


LAMSON MOBILIFT CORP. 






603 S.E. MAIN ST., PORTLAND 14, ORE. 
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or packaged . . 


Lehigh unlimited... 


. . . at your service from dock to delivery 


Stevedoring, storage, repacking, reshipping or 
distribution 
LEHIGH'S experience and efficiency to 


you can depend on 


. bulk 
liquid or dry. 


WAREHOUSE & 
TRANSPORTATION CO. 


98-108 FRELINGHUYSEN AVENUE, NEWARK 5, NEW JERSEY—Bigelow 3-7200—(NY) REctor 2-3338 
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CASTERS 


COLSON 





Light Duty 


Over four hundred types of 
easy rolling casters for 
wood and metal furniture. / 
Save effort . . . save floors. 


FINEST MADE FOR 


Medium Duty 


Over six hundred types of 
sturdy, load floating cast- 
ers for light trucks and 
commercial equipment. 


FURNITURE & EQUIPMENT 


Heavy Duty 


Over a thousand types of 
rugged casters for original , 
and replacement material 
handling equipment. 


INDUSTRY & COMMERCE 


Special & Brake 


Hundreds of job engineered 
types of casters to meet 
specific needs in hospitals, 
commerce, and plants. 





Your local Colson representative or dis- 
tributor can promptly supply you from 
over 2000 types for original or replace- 
ment use to fit all jobs and equipment 
exactly . . . based on more than 70 years 
of experience and service in the field. 
Save floors, save equipment, save time and 
money, specify the finest, Colson Casters. 


























Contact 
your local 
representative 
or distributor 
or write to 


The Colson Corporation 
Jonesboro, Arkansas 

A subsidiary of 

Great Americon Industries, Inc., Elyria, Ohio 


Circle No. 10 on Card, Facing Page 55 
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a Refrigerated Warehouse 


(Continued from Page 33) 


over his production. He is able to 
purchase his raw materials and 
plan his output to keep more closely 
in step with consumption. 

“At Secaucus, we will be in a po- 
sition to effect very real economies 
for concerns of this type. It will 
make it possible for them to operate 
on what will amount to a continu- 
ous- flow basis from preparation 
right thrcugh to distribution. This 
will eliminate handlings and, in 
some instances, extra truck move- 
ments. We anticipate that this will 
become a key function in the very 
near future.” 


Has your experience with 
the type of distribution ser- 
vice you are supplying in 
three centers led you to any 
conclusions as to essential 
factors in making it effective? 


“Obviously, our first obligation is 
to provide the proper environmental 
conditions for product protection 











Why stick 
your neck out? 


When you're shipping be sure to 
call Chicago Express who has the 
necessary experience to handle 
the job. The dependable carrier 
serving the East and West. 





CHICAGO EXPRESS, Inc. 


72 Fifth Avenue, New York 








while in storage, order selection, 
and in transit. Important, too, is 
an efficient, well-equipped organiza- 
tion; including the office, ware- 
house, and drivers. In addition, we 
have found three other factors that 
are vitally important in the eco- 
nomics of frozen food distribution. 
These have to do with location, 
space and volume. 

“Location and space are closely 
related. The only practical location 
for a distributing operation is on 
the fringe of a metropolitan center. 

“However, regardless of the care 
with which we locate our plant and 
the adequacy of the facilities, vol- 
ume is, in the final analysis, the 
crux of low-cost service. We find, 
for instance, that the economic ser- 
vice area in the New York metro- 
politan district lies within a radius 
of 100 miles from the base of op- 
erations. 

“Our type of distribution is 
predicated on sort of a cooperative 
basis, making possible the use of 
the most advanced office techniques 
and modern methods for handling 
the products of several principals. 
In a sense, we might call this mass 
distribution. Like mass production, 
it is dependent upon sufficient vol- 
ume to utilize both personnel and 
equipment to their full potentiali- 
ties. 

“We are not being entirely selfish 
when we say that in any given local 
distribution area there is room for 
only one refrigerated warehouse 
dedicated to this kind of service. If 
the available volume is split up 
among several houses, the situation 
will revert to the conditions where 
each concern previously handled its 
own distribution. The efficiencies 
of large-scale operations are lost 
and, in the end, costs are bound to 
rise. Inevitably, this would result 
in higher rates for the service. 

“T have cited our new service for 
the processor of prepared foods. I 
think you can take this as tangible 
evidence of our conviction that we 
should include distribution as part 
of our service, and that we are 
ready to extend it in any practical 
way to meet changing requirements 
of our customers.” @ 


(Resume Reading on Page 34) 
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Third Pier Completed 








This aerial view of the new American Stevedores, Inc., Pier 1 in the Fulton 

Terminal area of the Brooklyn-Port Authority piers shows the L-shaped, 

three-berth pier with its 1090-ft long wharf on the west side and 500-ft long 

on the south side. American Stevedores, Jnc., to operate the pier under a 

five-year lease with the Port Authority, will handle cargo for the Torm Lines 

which offers regular service between New York and such countries as Algeria, 
Italy, and Spain 


Basie Rules... 


(Continued from Page 39) 


The top changes a pallet into a 
crate and therefore, when mate- 
rial is used to protect the top of 
the lading or to secure the load 
to the pallet, the weight of this 
material must be charged for. An 
important prerequisite to this 
rule is that the commodity, after 
being skidded or palletized, must 
be handled by fork lift. trucks. 
For example, no allowance will 
be made-for skids on a 50,000 Ib 
machine that a fork lift truck 
could not handle. 

Rule 12. Mixed Packages. If 
one package contains more than 
one article, the applicable rating 
will be that provided for the 
highest classed article in the 
package. 

This rule applies to both car- 
load and lel shipments. The rule 
also states that all the articles 
need not be specified on the bill 
of lading. On lIcl shipments only 
one of the articles taking the 
highest rating or rate, and on 
carload shipment one of the ar- 
ticles taking the highest rating 
or rate, and one of the articles 
taking the highest carload mini- 
mum weight are shown. To take 
advantage of this provision a no- 
tation must be made on the bill 
of lading. It should read: “and 
other articles classified or rated 
the same or lower.” It may be 
abbreviated as “RS or L.” 
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Rail tariffs usually contain an 
exception to this rule. It provides 
that if individual packages or ar- 
ticles are loaded on pallets, plat- 
forms, or skids in mixed cars, 
they will be rated the same as if 
not loaded on pallets, platforms, 
or skids. 

Rule 13. Minimum Charges Per 
Shipment. The minimum charge 
on a carload is $28.60 and on an 
lel shipment is $2.30, subject to 
rate increases. On lc] there is an 
alternative minimum charge 
which governs if higher. If clas- 
sified Class 100 or lower, the 
charge is that for 100 lb at the 
applicable class or commodity 
rate. If classified higher than 
Class 100, the minimum charge is 
that for 100 lb at the Class 100 
rate. 

For example, skeletons, in 
boxes, move on a rating of Class 
200. Assuming that the Class 100 
rate is $2, the rate per cwt of 
skeletons would be $4. If the 
shipment consisted of 60 lb, three 
alternatives would have to be 
considered in order to determine 
the minimum charge of this ship- 
ment. 

Rule 14. Definition of Carload 
Freight. Carload ratings or rates 
apply only when a carload of 
freight is shipped from one sta- 
tion, on one bill of lading, in or 

(Please Turn Page) 


Ship 
chemical 
products 


to principal markets 
of the Eastern Seaboard 
and the Midwest 


VIA 


ANE 


M-LEAN 


Oypps 






Our 25th Year 
of Service 
1934-1959 


"We pull for Industry" 


® Over 2,000 units of modern 





mobile equipment 
@ Teletype connecting all terminals 


@ U.S. Bonded and Customs 
Licensed 





For “know-how” sery- 
ice on truck loads or 
less, call McLean 
today, or write Dept. 
C, Box 213, Winston- 
Salem, N.C. 


McLean also manages and operates 


Hayes Freight Lines, Inc., serving 
the Central States 
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EXTRA RUGGED 
Exclusive one-piece 
curb with forged 
ends. 


EXTRA LIGHT 
1/4 the weight of 
steel, 1/3 lighter 
than aluminum. 


Reduce Loading Costs 


WITH NEW B&P 
Magnesium Dockboards 





Lighter, stronger B&P Magnesium dockboards get the job done 
faster, easier and at less cost. All dockboards are heat treated 
for stress-relief after welding. B&P offers these advantages— 
one-piece stringer with forged ends, full-length hand grips, 
yellow curb markings, crowned contour, beveled edges, safety 
tread, wide range of sizes for every loading need. 


SEND FOR FREE LITERATURE on long-lasting Magnesium dock- 
boards, hand trucks and other mobile handling equipment 
by B&P. 

BROOKS & PERKINS INC. 
1934 W. Fort St. * Detroit 16, Mich. 
Dealers in Principal Cities MH-21 
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At P-I-E...Where People 
Spell the Difference! 






Meet Carol Mangelsdorf—P-I-E—St. Louis... 
The Girl Who Thinks of YOU! 


There’s a girl like Carol in every P-I-E office...a girl who thinks 
of you and your time as she speeds your call to the man best able 
to answer your questions. 


Whether you ship a truckload across the country or a single 
carton up state—you’ll find every P-I-E employee has this 
same friendly interest and determination to deliver the 
goods...in good shape...in good time! 


PACIFIC ey msgsel EXPRESS 


AL CITIES. GENERAL OFFICES P-I-E 
LAY STREETS, P.O. BOX 958, OAKLAND 4 ALIFORNIA 





PeleE Delivers the Goods...in good shape...in good time! 








Basie Rules... 


(Continued from Preceding Page) 


on one car, except as provided in 
Rules 24, 29, and 34, in one calen- 
dar day ..., by one shipper for de- 
livery to one consignee at one desti- 
nation and is loaded by the ship- 
per and unloaded by the con- 
signee. The minimum carload 
weight is the lowest weight on 
which the carload rating or rate 
will apply .... 

Although the validity of the 
provision seems questionable, this 
rule also provides that when 
freight is loaded in or on a car by 
the shipper and such car is not 
fully loaded but is tendered as a 
carload shipment, the shipment 
will be charged for as a carload. 
What would be considered “Ten- 
dered as a carload shipment” is 
not clear. 

Rule 15. Less Carload Shipments 
Subject to Carload Charges; Car- 
load Shipments Subject to Less 
Carload Charges. 

“Section 1 (a) Except as pro- 
vided in Section 2, the charge of 
an lIcl shipment must not exceed 
the charge for a carload of the 
same freight at the carload rate 
subject to the carload minimum 
weight. The charge for a car fully 
loaded must not exceed the charge 
for the same lot of freight if taken 
as an Icl shipment. 

“(b) Except where otherwise 
provided in tariffs of individual 
carriers, the provisions of this 
rule will not apply on shipments 
on which pick-up or delivery ser- 
vice has been performed, or on 
which an allowance has been made 
in lieu of pick-up or delivery ser- 
vice. 

“Section 2 If a shipment ten- 
dered as Icl freight and loaded by 
carriers and unloaded by carriers 
is found to be subject to the car- 
load rate and the carriers’ tariffs 
do not provide that cost of loading 
or unloading is included in the 
C/L rate, a charge of 9 cents per 
100 lb will be made for such load- 
ing and a like charge for unload- 
ing, such charge to be based upon 
actual weight of shipment.” 

This rule has been quoted di- 
rectly from the rail classification. 
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It contains provisions covering two 
situations: one when the charges 
on an lel shipment exceed the car- 
load charge and another when the 
carload charge exceeds the lel 
charge. From reading the first 
provision one might understand 
that, if a shipment were tendered 
to a rail carrier as lcl, the freight 
charges could not exceed the 
charge for a carload at the car- 
load rate, subject to the carload 
minimum weight plus a charge of 
9 cents per 100 lb. The ICC has 
not interpreted the rule that way. 

The ICC has stated, “Rules 15 
and 16... were and are designed 
to prevent the performance for 
carload shipments of pickup and 
delivery services intended only for 
less-than-carload shipments. The 
imposition upon carriers of the 
burden of providing, generally and 
in any circumstances, facilities re- 
quired for the handling of carload 
shipments in the same manner as 
less-than-carload shipments is not 
warranted, even though charges 
may be added for pickup, loading, 
unloading, and delivery services. 
Rule 15 contains a charge for the 
loading or unloading of carload 
shipments tendered as lcl ship- 


New Piggy-Back Products 





The growing list of commodities 
being shipped via piggy-back now 
includes automobiles. The ICC re- 
cently approved a tariff filed by 
the Frisco Railway to set up this 
service as a joint rail-highway 
movement between St. Louis and 
points in Texas and Oklahoma 


JULY 1959 





ments, and as indicated in Rule 
14 of the classification, there may 
be tariff provisions for loading, 
unloading, or split deliveries of 
carload traffic, but there is no 
provision for pickup or store-door 
delivery thereof. As_ indicated, 
rules 15 and 16 specifically exclude 
from the application of carload 
rates shipments given pickup or 
delivery service, or for which an 
allowance is made in lieu of such 
service.” 

Consequently, if a railroad per- 
forms either pick-up or delivery 
service, the charges assessed must 
be the higher lel charges. If the 
shipment is delivered to a railroad 
freight house, loaded, and un- 
loaded by the railroad and pickea 
up at destination by the con- 
signee, the lower carload charges 
will apply plus 18 cents per 100 
lb for loading and unloading. 

The NMFC rule covering this 
situation reads differently. It pro- 
vides that the charge for an Itl 
shipment must not exceed the 
charge applicable to the same 
shipment under the volume ratings 
at the volume minimum weight. 
This provision is applied without 
exception. 

The second provision of this 
rule states that the carload charge 
may not exceed the applicable Ic] 
charge. There is no problem with 
this provision. If the carload 
charge exceeds the Icl charge, the 
lel charge applies. 

But the NMFC does not contain 
a provision similar to the above 
rail provision. To cover this situ- 
ation, most motor carrier tariffs 
provide that if the shipment 
moves on one bill of lading and 
fills the trailer to capacity, the 
volume rate at the volume mini- 
mum weight must be assessed. 
But it is interesting that a recent 
case [66MCC 237 (1955)] held 
such a rule potentially discrimina- 
tory and therefore unlawful. The 
ICC stated that the rates and 
charges assessed were unjust to 
the extent that they exceeded the 
less-than-truckload rate at the ac- 
tual weight of the shipment. As 
a result of this case, some tariff 
publishers have revised their rules 
so as to be in accord with this 
ruling. @ 


(Resume Reading on Page 40) 
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For shipping scoops 








Vn ee, 
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or soups 


had 


or hula hoops 


The better way 
is Santa Fe 


No matter what you ship 
call the nearest Santa Fe 
Traffic Office and let 
the longest railroad in 
our nation go to work 
for you. 


anta 












won FASTER 
SAFER 


LOAD HANDLING: 


WATSON 


*~wW° 
WEIGHTLIFTER 


ELEVATING 
TAILGATES 


% SERIES 1100 (1100 Ib. capacity) 
*% SERIES 1300 (1300 Ib. capacity) 





FOR STAKE & VAN TRUCKS 
% TO 24% TONS 
Check these important features: 
% Power closing, automatic locking 

standard equipment ! 
% Single lever, single cylinder control! 
% Greater capacity per pound of in- 
stalled weight! 
%* Fast operation—full load lift to 
451/,” in 11 seconds (1100), to 51” in 
13 seconds (1300). 
% Added safety—maximum lowering 
rate positively controlled to prevent 
“crashing”; load stops instantly if lever 
is released; all platforms of safety plate. 
% Low cost—only $520 for largest ser- 
ies 1100 model, $537.50 for series 1300 
(f.0.b. Emeryville; you install—it's easy!) 
WATSON WEIGHTLIFTERS also available 


for all pickups. Write today for free 
literature; please address Dept. N-7. 


i id H. S. 
watson, WATSON 
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1316- 67th St. © EMERYVILLE 8, CALIFORNIA 
1606 Laskey Road * TOLEDO 12, OHIO 
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IDP Unifiies... 


(Continued from Page 59) 


performed every night, four basic 
records are maintained automat- 
ically: the master customer file, the 
master product file, the finished- 
goods inventory, and orders-in- 
process. 

As the current day’s orders are 
processed against those records, re- 
quired data is selected from the 
master files and the inventory is 
updated and checked for availabil- 
ity of items not stocked at the 
originating district. Then the order 
information is finally recorded in 
the orders-in-process file. 


Magnetic Tapes 


Another result of the evening 
processing is to produce magnetic 
tapes containing all data necessary 
for the high-speed printer to record 
manufacturing and shipping or- 
ders. 

As each warehouse and plant lo- 
cation makes shipment on an order, 
it transmits the shipping informa- 








ask your driver 


about MOBILIFT 


and Mobilift center line steer- 
ing. He'll tell you it gives him 
the same handling ease as 
power steering. No extra cost! 


Look us up in the Yellow pages or 
write today for further details! 


LAMSON MOBILIFT CORP. 


803 S.E. MAIN ST., PORTLAND 14, ORE. 





 aalentenesialt 


Circle No. 13 on Card, Facing Page 55 


tion to the computer in the same 
manner as described for order en- 
try. Such shipping messages clear 
the orders-in-process file and pro- 
duce tapes for the writing of in- 
voices. 

An important result of process- 
ing orders and shipments is the 
historical record, retained on mag- 
netic tape, of sales and inventory 
activity. The tapes are processed 
periodically to prepare sales and in- 
ventory reports and analyses and 
regular month-end accounting data. 


Also we have adapted our payroll 
procedures to the system. Payroll 
source records are recorded on 
magnetic tape. Source data is 
processed against the master pay- 
roll records to produce tapes which, 
when printed on the high-speed 
printer, provide payroll checks and 
analyses. In addition, we have 
transferred our property records to 
the system. The computer is even 
being used for the solution of com- 
plex engineering problems by our 
Research and Development Divi- 
sion. 

We have mechanized four out of 
the five types of original source 
documents. The fifth, purchase 
documents, will be picked up later 
in the chain of events as our logical 
progressing brings us to that point 
in the business cycle. However, this 
should not be interpreted to mean 
that we have gone four-fifths of the 
way to our long-range objectives. 


Upturn 


We reached a break-even point 
in our operations at the end of 
1958. It was then that the total 
costs of operating the communica- 
tions network and the computer 
center were being offset by reduc- 
tions in clerical costs and by reduc- 
tions in punch-card tabulating ex- 
penses, 

The change-over was effected 
during a two-year period by careful 
planning with our Industrial Rela- 
tions Division. By anticipating the 
effects of our program, we were 
able to reduce replacement hiring 
rates and let normal turnover take 
care of the reductions. 

Temporary help was used to fill 
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some jobs during the periods of 
overlap from one system to the 
other. In accordance with company 
policy, no regular employes were 
laid-off as a result of the program. 
As the project moves into the black, 
we will continue such planning and 
it is our goal to achieve savings in 
the next five years sufficient to re- 
cover our costs during 1956-57. 


Improved Service 


Perhaps the most gratifying re- 
sults have been achieved in the area 
of improved customer service. In 
designing the new system, we 
looked primarily for an improved 
handling of those orders which 
could not be filled at the original 
district warehouse. 

Previously, such orders were 
mailed to the plants at Niagara 
Falls where they got into a big 
paperwork mill and _ eventually 
wound up as orders on the plants 
to ship from plant stock or to be 
manufactured. 

With no central inventory rec- 
ords, we had no way of knowing 
whether needed items were on the 
shelves of neighboring districts. 
Under the new system, orders are 


Built for 


ts 
TRUCK CASTERS 


.-. pack more for less! 





fully censored at the district offices. 

All orders teletyped to the com- 
puter center during the day are 
fully processed at night. Shipping 
documents or manufacturing or- 
ders are in the hands of the se- 
lected order filling locations before 
the start of business the next day. 

Also, we have updated a com- 
plete, national inventory record 
and simultaneously checked it for 
the closest available stock of those 
items not being shipped by the 
original district. 

Over and above this speed-up in 
order handling, we are gradually 
increasing the percentage of items 
shipped from stock on hand. This 
is being brought about through the 
availability of complete and current 
inventory data, which helps us to 
get the right items to the right 
places at the right times. 

Other benefits are beginning to 
make themselves felt in our com- 
pany operations. Accuracy in data 
handling is far superior to what we 
knew before, and the flexibility of 
the equipment allows us to absorb 
surges in volumes without falling 
behind even a day in our paper- 
work operations. 

But next in importance to im- 


proved customer service is the 
progress we are making in the area 
of management control. Facts are 
replacing guesswork — the elec- 
tronic computer is a_ heartless 
monster when it comes to present- 
ing facts. 

We are just getting started in 
this area, but are now finding ways 
of measuring our performance, pin- 
pointing our deficiencies, and pre- 
senting management with timely 
information on the status of our 
operations. 


Long-Run View 


Many of us feel that these by- 
products of the daily operating 
procedures will, in the long-run, 
make a far greater contribution to- 
ward improving the company’s op- 
erations. 

However, with a central billing 
operation, we still have some de- 
lays in getting invoices into the 
hands of our customers fast 
enough. But we are steadily over- 
coming obstacles through the co- 
operative effort of all elements of 
the organization. We are certain 
they can be overcome. @ 

(Resume Reading on Page 60) 
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Burro handling is sure but painfully slow. So for your 
material handling use Bond built-for-the-job casters 
= they'll ‘pack’? more for less, fast and sure. 
See your nearby distributor—he has the right 


Bond Casters for your jobs. 





Bond 50-A Series Single Ball Race 
Pressed Steel Caster—lightweight, 
smooth rolling, built for economy. 
Rigid and Double Ball Race types 
available, 
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Bond 3-A Series Single Ball Race 

Swivel Caster—semi-steel construc- 

tion for strength and durability. 

Also Double Ball Race and Rigid 

Casters available. 

BOND FOUNDRY & MACHINE COMPANY | 
308 Penn Street, Manheim, PENNSYLVANIA : 
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MAGLINE INC., P. O. Box 107, Pinconning, Michigan .- 


COMING OR GOING 


MAGLINER DOCK BOARDS 


IMPROVE ANY DOCK OPERATION! 


Send today for Magliner’s new bulletin, ‘Difficult 
Dock Problems and How To Solve Them,’’—an ex- 
perience-packed guide that shows you how Magliner 
Magnesium Dock Boards improve any dock oper- 
speed loading . . . reduce loading costs! 


So a  enalmaie Mag ines 


Zone State 
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TRANSPORTATION 


Does res ipsa loquitur hold if an 
animal is injured during its trans- 
portation to or from? 


A higher court held recently that 
where an animal is injured during its 
transportation the doctrine of res ipsa 
loquitur is applicable. This generally 
means that the carrier is automat- 
ically liable. 

For illustration, in G - B— 
T Co. v. W , 321 Pac. (2d) 
248, the testimony showed facts, as 
follows: The G - B sy Co. 
was hired to haul a number of horses. 
The company’s trailer was equipped 
to haul horses, having partitions for 
the purpose of separating them. These 
partitions, however, were not used. 
The driver of the truck had complete 
charge of loading the horses. Upon 
arrival at the destination, the truck 
was seen to lurch and jerk as the 
driver maneuvered the truck through 
a gate; and the horses were heard 
screaming and floundering in the 
trailer. When the horses were un- 
loaded, it was discovered that W ’s 
horse had a broken leg and had to be 
destroyed. 

W—— filed suit against the G 
B—— T Co. which is a common 
carrier, and alleged that he was en- 
titled to recover damages for three 
separate reasons: (1) under the com- 
pany’s liability as a common carrier, 
(2) by reason of its negligence, and 
(3) under the doctrine of res ipsa 
loquitur. 

The lower court held in favor of 
WwW ; found the value of the horse 
to have been $3000, and that W 
was entitled to judgment for damages 
in this sum. 

The company’s counsel appealed to 
the higher court on the contention 
that W could not plead three dif- 
ferent reasons why he could recover 
damages but that he should have been 
compelled to elect one of his “three 
inconsistent theories.” 

The higher court approved the 
lower court’s verdict, saying: 

“Plaintiff’s three counts were not 
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By Leo T. Parker 


Leaal Consultant, 
Distribution Age 


inconsistent. ... The driver had com- 
plete control of the horses and the 
equipment, and they were in his ex- 
clusive possession during the entire 
trip. . . . Under the doctrine of res 
ipsa loquitur so long as the actual 
cause of injury remains unknown, 
proof of acts of negligence which may 
have been the cause is not incon- 
sistent with the doctrine but actually 
supports the inference which the doc- 
trine raises.” 

This court went on to explain that 
the driver’s negligence may have been 
loading all the horses together instead 
of loading them separately between 
the partitions, or that negligence may 
have been the sudden lurching or 
jerking of the truck. In either event 
the doctrine of res ipsa loquitur was 
applicable. 


What is the legal difference 
between excise and property 
taxes, is a "use" tax valid? 


First, it is important to know that 
there is a material distinction be- 
tween an excise and a property tax. 
An excise tax is imposed upon the 
doing of an act, so to speak. 

A property tax is ordinarily com- 


Cars Arrive at Port 
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Renault cars are arriving at Port 
Newark after shipment from Le 
Havre. Shipments of nearly 1100 
cars are made aboard the European 
Trader and other ships by loading 
about 900 below decks in five levels. 
Another 200 are placed on deck. 









puted upon valuation of property and 
levied either where the property is 
situated or at the owner’s domicile. 
Generally speaking, a “use” tax is 
valid unless its provisions are dis- 
criminacory. The fact that it must be 
paid within a specified period of time 
does not render the tax law invalid. 

For illustration, in H v. S 
Co., 4 S. E. (2d) 203, it was shown 
that a state law was enacted which 
provides that a certain tax shall be 
paid by every person within the state 
who takes possession of merchandise 
providing the sales taxes on the mer- 
chandise have not been paid. The law 
further provides that this “use” tax 
must be paid by the possessor of the 
merchandise within one hour after the 
merchandise is received. In holding 
the law valid, the court said: 

“It is common knowledge that taxes 
are usually passed on to the con- 
sumer; and the evident purpose of 
this law was to prevent evasion, by 
placing tax upon the privilege of 
oo aad 








Can a private carrier charge 
higher rates than those lawfully 
charged by a common carrier? 


The general law is established that 
unless a private carrier has a con- 
tract with a _ shipper’ specifying 
freight rates, the carrier may charge 
any reasonable rates without con- 
sideration of the lawful rates of com- 
mon carriers. 

For example, in C ae © : 
229 S. W. (2d) 266, it was shown that 
a private carrier transported mer- 
chandise and rendered a bill to the 
shipper considerably higher than 
freight rates charged by common car- 
riers. The shipper refused payment, 
and the carrier filed suit. 

In holding in favor of the private 
carrier, the court explained that al- 
though the shipper had paid to com- 
mon carriers lower freight rates for 
the same service this evidence was 
not important. 

This court explained further that 
private carriers are not obligated to 
charge freight rates based on rates 
charged by common carriers, or other 
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private carriers, and unless a con- 
tract exists between the private car- 
rier and the shipper stipulating the 
agreed freight charges, the private 
carrier may charge any reasonable 
rates. 


WAREHOUSING 


Are all bailees required by law to 
use the same degree of care to 
safeguard merchandise stored? 


In order to quickly simplify the law 
it is well to state that there are only 
two classes of bailees. One class is 
the “paid” bailee, as a warehouseman, 
who receives compensation for the 
safekeeping and storage of merchan- 
dise. The other class is any corpora- 
tion, firm, or person, including ware- 
housemen, who accept merchandise 
for safekeeping without any compen- 
sation. 

The higher courts require “paid” 
bailees as warehousemen to exercise 
“ordinary care” to safeguard stored 
merchandise, but a “free” bailee is not 
liable for loss, damage, or theft of 
merchandise accepted for safekeeping 
unless the testimony conclusively 
proves that this bailee was grossly 
negligent. 

A warehouseman may avoid ordi- 
nary liability for loss of, or damage 
to, or destruction of goods stored 
in disregard of his normal contract 
with the bailor, owner of the stored 
goods, if the testimony proves that 
the warehouseman intended to violate 
his normal obligations, with implied 
knowledge of the bailor. 

For illustration, in M v. 
Ss ’s M and § Co., 303 
S. W. (2d) 17, the testimony showed 
facts, as follows: One M stored 
his goods in a warehouse owned and 
operated by the S ’s M and 
S Co. The warehouse in which 
M ’s goods were stored burned 
and his goods were destroyed. 

M sued the S ’s M and 
Ss Co. for the full value of his 
destroyed goods, contending that the 
warehouse company was liable be- 
cause an official of the warehouse 
company orally agreed to. store 
M ’s goods in its fireproof ware- 
house located at Delmar Boulevard 
and violated this agreement by stor- 
ing same in the H warehouse, 
which was not fireproof. 

During the trial the counsel for 
the warehouse company proved that 
its warehouse receipt showed that 
M ’s goods were stored in the 
non-fireproof H warehouse. 

The lower court held the ware- 
house company liable to M but 
the higher court reversed the verdict. 
This Supreme Court held that the 
unsigned warehouse receipt and stor- 
age order form which showed that 
the goods were stored in a certain 
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Central-Control Dispatch System 





A new central-control dispatch system has been installed by the Refrigerated 


Division of Ringsby Truck Lines, Inc. 


Thirteen major terminals between 


Chicago and St. Louis in the east and Los Angeles in the west now are linked 


with the Denver headquarters by private line telephone. 


Crews are required 


to check in at least every 16 hours on through runs 


warehouse were admissible to prove 
that the owner of the stored goods 
had notice that his goods were stored 
in a warehouse which was not fire- 
proof. The higher court said that al- 
though M testified that an of- 
ficial of the warehouse company 
orally agreed to store M ’s goods 
in its fireproof warehouse and vio- 
lated this agreement by storing same 
in the H warehouse, yet this was 
not positive evidence that the ware- 
house company had violated its stor- 
age contract. 

Hence, the law seems to be estab- 
lished that if the owner of stored 
goods has information from any 
source that his goods are stored in 
a non-fireproof warehouse, he can- 
not recover damages from the ware- 
houseman on the claim that the ware- 
houseman agreed to store his goods 
in a fireproof warehouse. 

Therefore, in such a case the ware- 
houseman, although being a “paid” 
bailee, is not liable for loss, destruc- 
tion or damage to stored merchandise. 











If A is injured by B while 
B is working gratis, is 
B liable for damages? 


B is not liable in damages un- 
less the testimony shows that the in- 
juries resulted from his gross negli- 
gence. 

For instance, in Ba v Bu 
149 N. E. (2d) 143, Massachusetts, 
the testimony showed facts, as fol- 




















lows: A man named Ba—— was a 
truck driver employed by P 

M L One Bu was em- 
ployed by another company as a 


driver. Both Ba and Bu—— were 
on the premises of a warehouse termi- 
nal. Ba had a trailer backed up 
to a loading platform with no tractor 
attached. Ba asked Bu to con- 
nect his tractor to this trailer and 
move it so that the doors could be 
locked. Bu-— did this and Ba—— 
was seriously injured due to Bu ’s 
negligence in backing the tractor. 
Ba sued Bu—— for heavy dam- 
ages. 

Since the testimony showed that 
Ba ’s injuries were caused by or- 
dinary negligence, not gross negli- 
gence, of Bu the higher court re- 
fused to hold Bu—— liable. This 
court said: 

“Defendant (Bu ) had entered 
upon a gratuitous undertaking for 
benefit of plaintiff (Ba ) and could 
not be held liable for injuries sus- 
tained by plaintiff (Ba ) upon 
showing of ordinary negligence.” 

This court explained that Bu—— 
would have been liable in damages to 
Ba—— if the testimony had proved 
that Bu was grossly negligent. In 
this respect, the court said: 

“There was here no evidence which 
would warrant a finding of gross 
negligence, which must be based on 
conduct of the defendant (Bu ) 
amounting to an ‘aggravated degree 


’ 9? 


of culpability’. 
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Warehouse 


SPOTLIGHT 














NFFD Points to Necessity 


Of Robinson-Patman Change 


The National Frozen Food Dis- 
tributors Association recently ap- 
pealed to the Anti-Trust Subcom- 
mittee of the House Judiciary Com- 
mittee for passage of legislation to 
amend the Robinson-Patman Act. 

Ellis Arnall, former governor of 
Georgia, acting as NFFD counsel, 
stressed the importance of the leg- 
islations acceptance. “This proposed 
legislation,” he told the House, 
“would amend the Robinson-Pat- 
man law and... would require the 
packer, processor, and manufac- 
turer to sell to wholesalers and dis- 
tributors at a price which would 
enable the independent food mer- 
chant who buys the merchandise 
from the wholesaler-distributor to 
remain . . . competitive with the 
large direct-buying national 
chains.” 

Arnall pointed out that one in- 
sidious element in today’s food dis- 
tribution monopoly is that big na- 
tional chains can buy food sources 
cheaper than small independent re- 
tail merchants. 


NFF Convention Set, Oct. 25 


October 25 through 28 are the 
dates set for this year’s National 
Frozen Food Convention and Ex- 
position to be held at the Sherman 
Hotel in Chicago. A series of sales 
clinics are scheduled to prepare 
convention attendance for’ the 
“golden sixties.” 


72 


Chelsea Prints First Edition 


The initial issue of “The Van- 
guard” has been issued to employes 
and customers of Chelsea Ware- 
houses, Inc. The paper’s goal is to 
instruct and entertain the reader. 
The first copy illustrates some re- 
cent examples of modern moving 
techniques, philanthropic ventures, 
and safety strides. 


Branch Managers’ Meeting 





Executives who attended the Annual 
Branch Managers’ Meeting of the D. 
H. Overmyer Warehouse Co., in 
Tampa, Fla., to discuss operations 
and sales plans are pictured here. 
Back row: (Il. to r.) J. K. Hines, gen- 
eral manager, Newark branch; John 
Hawley, general manager, Atlanta 
branch; Paul Herreid, vice president- 
finance; D. H. Overmyer, president; 
George Kerwin, vice president-sales; 
Robert Foy, general manager, Tampa; 
Samuel Cox, general manager, Mem- 
phis; Samuel Merchison, general man- 
ager, Cleveland; and Leonard Mono- 
hon, general manager, Jacksonville. 
Front row: (1. to r.) Robert Quinlan, 
eastern district sales manager; Wil- 
liam Cehak, Midwestern district sales 
manager; David Pursell, Southeast- 
ern district sales manager; Allan 
Stewart, general manager, Toledo; 
and Robert Falter, assistant to the 
president 





Lost Time Accidents Reduced 
To All-Time Low Says NARW 


The National Association of Re- 
frigerated Warehouses announced 
recently that its members have 
reached an all-time low in the fre- 
quency and severity of lost time ac- 
cidents. 

A. R. Carstensen, chairman of 
the Safety Committee, reported 
that lost time accidents for every 
million hours worked have been re- 
duced from 391% in 1950 to 25% 
for 1958. Severity has been reduced 
to 367 lost days for every one mil- 
lion hours worked. 

Safety awards were presented to 
62 members who operated one or 
more consecutive years without lost 
time accidents. Outstanding among 
such winners were six year awards 
to Beall Refrigerating Co., Santa 
Clara, Calif.; National Ice and Cold 
Storage No. 4, Stockton, Calif.; and 
Polar Cold Storage Co., Sioux Falls, 
S. D. 

U. S. Security Warehouse, Co- 
lumbus, Ga., received a five year 
award. Four year awards went to 
American Ice and Cold Storage Co., 
Inc., Everett, Wash.; Eastern Mar- 
ket Cold Storage Co., Detroit, 
Mich.; Lyndonville Ice and Cold 
Storage Co., Lyndonville, N. Y.; 
and Madison County Cold Storage 
Co., Inc., Canastota, N. Y. 


—4—— 


An exhibit of more than 250 
camping, sport, and _ picnic 
items under sponsorship of the 
Ford Motor Co., illustrates the 
comforts of station wagon liv- 
ing. The exhibit is being 
hauled to major U. S. cities by 
North American Van Lines, 
Inc., in three trailers. 


Men in the Spotlight 


Arthur C. Kraus—named director, 
International Services, Wheaton Van 
Lines, Inc. 

Frank E. Harris—new acting sales 
manager-U. S. North Zone, Aero 
Mayflower Transit Co., Indianapolis, 
Ind. 

Vice Admiral Harold D. Baker, 
USN, Ret.—appointed vice president- 
general consultant, North American 
Van Lines, Inc., Fort Wayne, Ind.; 
Richard F. Newnam—named regional 
manager, Denver, Col. 
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-.- Reefer Equipment 


(Continued from page 61) 


body’s air-tight. To allow for door 
openings, you can multiply the 
hourly load by 1.25 for one-stop 
intercity operation, 1.50 for light 
delivery service, 1.75 for medium- 
heavy delivery service, and 2.00 
for heavy delivery service with 
many stops. 

To use this body in heavy de- 
livery service, therefore, you 
would need refrigeration equip- 
ment with a minimum capacity 
of about 6000 btu per hour. Here 
is where selection of the body and 
its refrigeration unit meet. Obvi- 
ously, by keeping the body’s heat 
gain down you can reduce the ca- 
pacity you’ll need in the refrig- 
eration system. 

Now a look at the other parts 
of the body which affect its abil- 
ity to carry refrigerated cargo. 
These include the body shell and 
frame, insulation, flooring, and 
interior lining and hardware. 

The greater the basic potential 
heat load, the more important it is 
that you choose an air-tight shell. 
One supplier estimates that heat 
and moisture infiltration can add 
50 per cent or more to the total 
heat load, even in a new body. 
Other studies show that accumu- 
lated moisture can add_ several 
hundred pounds of deadweight to 
a body in a short period of time. 


Few Joints 


As a general rule, the best body 
shell will have the fewest joints 
and openings, and those it has 
will be properly vapor sealed. 
And it will have no metal parts 
extending directly from the out- 
side to the cargo compartment. 

Since wood offers more heat re- 
sistance than metal, a body with 
a wood frame will keep out more 
heat than one with metal posts. 
But to get this heat resistance, 
you have to spend more in weight 
and cubic capacity. 

Other things being equal you 
will want the lightest shell. This 
will give you additional pounds to 
work with in selecting your other 
components. Other factors to con- 
sider in choosing the shell are its 
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potential life span and the ease 
and cost of repairing it. 

Choosing insulation involves 
several decisions. What material? 
How thick? How much payload 
space or weight will it displace? 

To be blunt about it, insulation 
manufacturers admit that so far 
there is no one perfect insulation 
material. But they are looking 
hard and there are some better 
materials, now in the experimen- 
tal stages. 


Three Types 


In the meantime, you have three 
basic types of insulation to choose 
from (1) solid materials such as 
cork, (2) flexible, blanket-types 
such as fiber glass and (3) plastic 
foam insulation—either in blocks 
or “foamed” in place. Each has 
its own advantages and disadvan- 
tages. Here, for example, are 
characteristics of materials gen- 
erally used in today’s reefer bod- 
ies. 

Glass fiber ranges in weight 
from about % to % lb per cu ft. 
Its initial cost is lower than foam 
and it is cheaper to install. Like 
foam, it is practically vermin and 
rot proof. Latest types tend to 
stay in place without settling and 
forming air pockets. 

Low moisture resistance quali- 
ties are a major disadvantage. 
Glass fiber is relatively porous 
and requires some form of vapor 
seal. It is flexible, may need ad- 
ditional support structures to 
hold it up. It is fire proof and is 
in the same basic K factor range 
as plastic foam. 

Foam plastic types weigh about 
1% to 2 lb per cu ft. They offer 
high moisture resistance. They 
will admit very small amounts of 
water vapor. But when water it- 
self reaches the surface, it stays 
there. They have been used in 
bodies without additional support 
structure, with the insulation sup- 
porting the inner lining and even 
the floor. In general, this type of 
material is fire resistant, rather 
than fireproof. It may burn, but 
only when it is exposed to a flame. 


Because of the different charac- 
teristics of various types of in- 
sulation, the general trend is to 
combine them in the same body to 
get the most advantages. In one 
of the newest ice cream trailers, 
glass fiber insulation is used be- 
tween frame supports and in the 
ceiling with foam plastic along 
the walls and floor. All insulation 
is enclosed in a vapor barrier. 


Which Floor? 


Choosing a floor calls for atten- 
tion to four points. It should be 
waterproof, strong enough to sup- 
port the load, provide air circula- 
tion under the cargo, and be light. 

A watertight floor is essential. 
If it leaks, the water can add 
deadweight and ruin the sub-floor 
insulation. Joints, ends and sides 
should be sealed. There should 
be a drain system, preferably in- 
sulated to prevent heat leakage. 

Channels for air circulation 
will vary in height and width and 
affect the importance of the 
strength factor. If you use a lift 
truck for loading cargo, this will 
have to be allowed for in deter- 
mining the strength of floor you'll 
need. 

There are two basic floor de- 
signs. A floating floor rests on a 
layer of hard insulation supported 
by the body’s frame. An anchored 
floor rests on wood sills placed on 
the body’s cross pieces, with insu- 
lation between the sills. The an- 
chor design adds strength to the 
body, but requires a_ stronger 
floor material to act as a bridge 
between the sills. 

Like the outer shell, inner walls 
should have no fasteners extend- 
ing from inside to outside. Com- 
mon materials are treated ply- 
wood, metal, plastic, or plastic or 
metal on plywood. Some walls 
have channels or corrugations 
for air circulation around the 
cargo. This is useful design for 
a body in which cubic capacity is 
at a premium. 


Metal Walls 


Metal walls are frequently used 
with moist cargo but should not 
be used in a meat body because 
of the discoloration problem. Meat 
poses a rack securing problem. @ 
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Listed below are the more than 300 pub- 
lic warehouses whose services are adver- 
tised in this issue of DISTRIBUTION AGE. 
The listing is alphabetical by city and state. 
Included are general merchandise ware- 
houses, refrigerated warehouses, and house- 
hold goods warehouses. Also listed are 
certain warehouse sales organizations. 


ALABAMA 
Birmingham 
American Tfr. & Whse. Co., Inc. 
Doc’s Tfr. & Warehouse, Inc. 
Harris Warehouse Co. 
Strickland Tfr. & Whse. Co. 
Dothan 
Security Bonded Whse. 


ARIZONA 
Phoenix 
B-Z-Bee Transp’n. & Whse. Co. 
Lightning Mvg. & Whse. 


ARKANSAS 


Little Rock 
Terminal Warehouse Co. 


CALIFORNIA 

Los Angeles 
Bekins Warehousing Corp. 
California Warehouse Co. 
Central Term. Whse. Co. 
Davies Warehouse Co. 
Lyon Van & Storage Co. 
Overland Term. Warehouse Co. 
Pacific Coast Term. Whse. Co. 
Pacific Commercial Whse., Inc. 
Star Truck & Whse. Co. 
Union Terminal Warehouse 

Oakland 
Howard Terminal 

San Diego 
Lyon Van & Storage Co. 

San Francisco 
San Fraacisco Whse. Co. 


COLORADO 
Colorado Springs 
Weicker Tfr. & Stge. Co. 
Denver 
Larsen Tfr. & Stge. Co. 
North Denver Tfr. & Stge. 
Weicker Tfr. & Stge. Co. 
Pueblo 
Burch Whse. & Tfr. Co., Inc. 
Weicker Tfr. & Stge. Co. 


CONNECTICUT 
Danbury 
Shepard's Warehouse 
“ gg 
eorge E. Dewey & Co. 
Hartford Despatch & Whse. 
Co., Inc. 
a — A ce 
antic Bonded Whse. Corp. 
Smedley Company — 


DELAWARE 
Dover 
Delmarva Whses., Inc. 


DISTRICT OF COLUMBIA 
c Washington 

ommercial Storage Co. 
Davidson Tfr. & Storage Co. 
Kane Warehouse Company 
Terminal Stge. Co. of Wash. 


FLORIDA 
Jacksonville 
Jacksonville Warehouse Co. 
“ney & Duke Stge. Whse. Co., 


nc, 
M & M Terml. Whse. Company 
Peninsular Whse. Compan 
Union Terminal Whse. Co. 
Miami 
Colonial Warehouse, Inc. 
International Bonded Whse. 


‘orp. 
Santini Bres., Inc. 
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Tampa 
Caldwell Bonded Whses. 


GEORGIA 
Atlanta 
American Bonded Whse. 
Coweta Bonded Warehouse 


Savannah 
Savannah Bonded Whse. & Tfr. 
Co. 


HAWAII 


Honolulu 
Transfer Co., Ltd. 


ity 
C & D Mvg. & Stge. 


Cc 
H 
ILLINOIS 


Cairo 
Hudson Warehouses 


Chicago 
Affiliated Whse. Companies 
American Chain of Whses., Inc. 
Anchor Storage Co. 
Associated Warehouses, Inc. 
Crooks Terminal Whses., Inc. 
Currier-Lee Whses., Inc. 
Equipment Storage Corp. 
Griswold & Bateman Whse. Co. 
Grove Storage Co., Inc. 
Joyce Bros. Stge. & Van Co. 
Majestic Whses., Inc. 
Midland Warehouses, Inc. 
North Pier Terminal 
Packers Terml. & Whse. Corp. 
Producers Warehouse Co. 
Riverside Warehouse 
Soo Terminal Whse. 
Sykes Terminal Whse. Co. 
Thomson Terminals, Inc. 
Wakem & McLaughlin, Inc. 
Western Warehousing Co. 


East St. Louis 
McMahon Transfer & Whse. Co. 
Mid-America Terml. Whse., 


Ine. 
Mississippi Avenue Whse. 


Joliet 

Joliet Whse. & Tfr. Co. 
Kankakee 

Belt Route Whse. Stge. Co. 
Peoria 

United Facilities, Inc. 
Vandalia 


Vandalia Whse. Corp. 


INDIANA 


Elkhart 
Schult General Warehouse 


Evansville 
Ingle Street Whse. Co. 
Mead Johnson Terminal Corp. 
Producer’s, Inc. 
Terminal Whse., Inc. 


Fort Wayne 
Edgar’s Warehouses 
Fort Wayne Storage Co., Inc. 
Pettit Whses., Inc. 


Hammond 
Great Lakes Whse. Corp. 
Illiana Storage Co., Inc. 
Nowak Warehouses, Inc. 
Indianapolis 
Indiana Term’l & Refrig. Co. 
on Whse. & Stge. Co., 
ne. 
Merchandise Whse. Co., Inc. 
Strohm Whse. & Cartage Co. 


Warehouse Directory 


Additional information on the services 
and facilities of particular warehouses 
shown in the listing can be obtained by 
turning to the advertisements on the follow- 
ing pages. Generally the advertisements 
appear in the same geographical, alpha- 
betical sequence as the listings below. Still 
more information can be had by writing 
directly to the warehouse. 


Muncie 
Oren-Shively Whses. 


IOWA 
Cedar Rapids 
American Tfr. & Stge. Co. 
Cedar Rapids Tfr. & Stge. Co. 


Davenport 
oy. ~quead Transfer & Storage 
0. 


Dubuque 
Dubuque Stge. & Tfr. Co. 


KANSAS 
Kansas City 
G-K Warehouses, Inc. 
Transit Whses., Inc. 
Wichita 
United Warehouse Company 
Yellow Van Moving & Stge. Co. 


KENTUCKY 


Louisville 
Louisville Public Whse. Co. 


Winchester 
Winn Avenue Whses., Inc. 


LOUISIANA 

New Orleans 
H. G. Bauer Mvg. & Stge. 
Commercial Term’! Whse., Inc. 
Gulf Shipside Storage Corp. 
Hayes Drayage & Storage, Inc. 
Jackson Warehouses, Inc. 
Maloney Tking. & Storage, Inc. 
Standard Warehouse Co., Inc. 

Shreveport 
Herrin Tfr. & Whse. Co., Inc. 


MAINE 


Bangor 
Galt Block Warehouse Co. 


MARYLAND 


Baltimore 
Camden Warehouses 
Davidson Transfer & Stge. Co. 
Rowley Whsing. & Distribut- 
ing, Inc. 
Western Maryland Whse. Co. 


MASSACHUSETTS 
Boston 
Charles River Stores operated 
by Merchants Whse. Co. 
Commodity Warehouse Corp. 
Hoosac Storage & Whse. Co. 
a. oom Dock & Stge. Whse. 
oO. 
Standard Storage Co. 
Wiggin Terminals, Inc, 


Lowell 

Curran-Morton of Lowell, Inc. 
Springfield 

— Valley Refrig. Whse., 
ne. 


MICHIGAN 

Detroit 
Central Detroit Whse. Co. 
Detroit Harbor Term'ls, Inc, 
Edgar’s Warehouses 
Fleetwing Terminal Corp. 
Grand Trunk Whse. & C. S. Co. 
John F. Ivory Storage Co., Ine. 
Jefferson Terminal Whse. 
Lakeshore Warehouse Inc, 
United States Cold Stge. Corp. 

Saginaw 
Central Warehouse Co. 


MINNESOTA 


Minneapolis 
Minneapolis Terminal Whse. 


Co, 
Security Warehouse Co. 


St. Paul 
Central Warehouse Co. 
St. Paul Term’] Whse. Co. 


MISSOURI 


Joplin 
Sunflower Tfr. & Stge. Co. 


Kansas oy 
Adams Tfr. & Storage Co. 
Belger Warehouse Co. 
Central Storage Co. 
Crooks Terminal Whses., Inc. 
Evans Whse. Service 
G-K Whses. Inc. 
Jacobs Warehouse Co., Inc. 
Kansas City Terml. Whse. Co. 
Midwest Terminal Whse. Co. 


St. Louis 

Keystone Warehousing Co. 
S. N. Long Warehouse 
Madison St. Terml. Whse. 

Corp. 
Rutger St. Whse., Inc. 
St. Louis Terminal Whse. Co. 
Tyler Whse. & Cold Stge. Co. 
Warehousing Corp. of Mo., Inc, 


Springfield 
General Warehouse Corp. 


NEBRASKA 


Lincoln 
Sullivan Tfr. & Stge. Co. 


Omaha 
Ford Stge. & Mvg. Co. 
Gordon Stge. Whses., Inc. 
Omaha Central Whse. Co. 


NEW HAMPSHIRE 


Manchester 
McLane & Taylor Corp. 


NEW JERSEY 
Atlantic City 
Atlantic Moving & Storage Co. 


Bayonne 

Lehigh Tank Terminal 
Camden 

Camden Marine Terminals 

Eavenson & Levering 
Elizabeth 

Wheeling Transportation, Inc. 
Jersey City 

Cooke Warehouse Corp., J. Leo 

Lackawanna Whse. Co., Inc. 

Wheeling Transportation, Inc. 
Newark 

Federal Stge. Whses. 

Lehigh Whse. & Trans. Co. 
Port Newark 

Lehigh Term. & Whse. Co. 

Wheeling Transportation, Inc. 
Trenton 

Anchor Warehouse Co. 

Delaware Valley Whse. Co. 


NEW YORK 


Brooklyn 
Dock Whsing. & Bottling 
Center, Inc. 
Empire State Whses. Co. 
Buffalo 
American Household Stge. Co. 
Buffalo Merchandise Whses., 


Inc. 
Keystone Warehouse Co. 
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Conaty Warehouse Co. 

Lederer Terminals 

National Terminals Corp. 

Railway Warehouses 
Columbus 

Central Ohio Warehouse Co. 

Columbus Terml. Whse. Co. 


Knowlton Warehouse, Inc. 

Geo. Laub’s Sons 

Lederer Terminals 

Wilson Warehouse, Inc. 
Deer Park, L. | 

Pinter a Inc. 


Dunkir 
Merchandise Whse. Co. 
er » ae Stge. Neilston Storage Co. 
Ohio Warehouses, Inc. 
Horseheads Dayton 
— ~Horseheads Whee. Dayton Warehouses, Inc. 
F Union Storage Co. 


New York City 
Affiliated Whse. Companies 
American Chain of Whses., Inc. 
Associated Warehouses, Inc. 
Bowling Green Stge. & Van Co. 
Chelsea Fireproof Stge. Whses. 


Toledo 
Edgar’s Warehouses 
Great Lakes Terml. Whse. Co. 
Merchants & Mfrs. Whse. Co. 
Toledo Terminal Whse., Inc. 


Santini Brothers, Inc. Youngstown 

West Side Whses., Inc. Lederer Terminals 
Richmond Hill, L. |}. 

Kew Gardens Stge. Whse., Inc. OKLAHOMA 


Rochester Oklahoma City 
Geo. M. Clancy Carting Co., General Warehouse Corp. 
Inc. O. K. Tfr. & Stge. Co. 
Syracuse Tulsa 


Great Northern Whses., Inc. General Warehouse Corp. 

King Storage Whse., Inc. 

Paul-Jeffrey Company 
White Plains 

J. H. Evans & Sons, Inc. 


NORTH CAROLINA 
Charlotte 
American Stge. & Whse. 


Inc. 
Dixie Cartage & Whsing. Co. 
Raleigh 


Carolina Stge. & Dist. Co. 
Raleigh Bonded Whse., Inc. 


NORTH DAKOTA 


OREGON 
«Portland 

Holman Transfer Co. 

Oregon Transfer Co. 

Rapid Transfer & Stge. Co. 
Co “Rudie Wilhelm Whse. Co. 

PENNSYLVANIA 

Allentown 

Hummel Warehouse Co., Inc. 


Butler 
Nicholas Tfr. & Stge. Co. 
Erie 


Fargo . 
Tod Erie Warehouse Co. 
Union Storage & Tfr. Co. M. V. Irwin Moving & Stge. 
OHIO Harrisburg 
kron , Central Storage & Transfer Co. 
Cotter Merchandise Stge. Co. Harrisburg Storage Co. 
Canton Harrisburg Warehouse Div., 
Canton Storage, Inc. Western Whsing. Co. 
_ Cincinnati Lancaster 
Cincinnati Terml. Whses., Inc. Lancaster Storage Co. 
Cleveland Philadelphia 
Assembly Distribution Service, Commercial Warehousing Co. 
Ine. Melville Warehouse Co. 


Merchants Whse. Co. 
Pennsylvania Whsing. & Safe 
Deposit Co. 
Terminal Warehouse Co. 
Pittsburgh 
Beacon Warehouse, Inc. 
White Terminal Co. 
Scranton 
Miffiin Warehouse Co. 
Quackenbush Warehouse Co. 


SOUTH CAROLINA 
Charleston 
Berkeley Storage Co. 
be. ~~ aa Whse. & Fwdg. 


~ 
Carolina Bonded Stge. Co. 


TENNESSEE 
Chattanooga 


Chattanooga Whse. & C.S. Co. 


Cherokee Whses., Inc. 
Memphis 
Mayer Whse. & Terml., Inc. 
Midwest Terminal Whse. Co. 
Poston Warehouses, Inc. 
Vaiden Warehouse 
Nashville 
Bond, Chadwell Co. 
Central Van & Stge. Co. 


TEXAS 
Corpus Christi 
a aa Transfer & Stge. Co., 
ne. 


Dallas 


Dallas Transfer & Term. Whse. 


Co. 
El Paso 
El Paso Terml. Whses., Inc. 
Western Warehouses 
Fort Worth 
Binyon O’Keefe Stge. Co. 
Johnson Stge. & Van Co. 
United States Cold Stge. Corp. 
Houston 
American Warehouses, Inc. 


Houston Central Whse. & C.S. 
& CS. 


oO. 

Houston Term. Whse. 
oO. 

Houston Warehouse Service, 


ne. 
Patrick Tfr. & Stge. Co. 


T.P.C. Sige. & Tfr. Co., Inc. 
Texas Service Whse. Co. 

Union Transfer & Stge. Co. 
Universal Term. Whse. Co. 
Wald Terml. Whse. Co., Inc. 


UTAH 

Sait Lake City 

Noyce Transfer Co. 
Redman Van & Storage Co. 


VIRGINIA 
Norfolk 
Security Storage & Van Co. 
Southgate Storage Co., Inc. 


WASHINGTON 
Seattle 
National Transfer, Inc. 
Seattle Transfer Co. 
Taylor-Edwards Whse. 
Co., Inc. 
Spokane 
Riverside Warehouses, Inc. 
Taylor-Edwards Whse. & Tfr. 
Co., Inc. 


mers VIRGINIA 
Dunba 
Guaranty Storage Co. 
Huntington 
Service Warehouse Corp. 
WISCONSIN 
Eau Claire 
Superior Transit Stge. Corp. 
Green Bay 
Leicht Tfr. & Stge. Co. 
Madison : 
Hansen Stge. of Madison, Ine, 
Milwaukee 
American Warehouse Co. 
Hansen Storage Co. 
National Warehouse Corp. 
Terminal Storage Co. 


CANADA 
Toronto, Ont. 
Howell Warehouses Ltd. 
Terminal Warehouses Ltd. 
Toronto Storage Co. Ltd. 
Montreal, Que. 
St. Lawrence Warehouse, Inc. 


& Tfr. 








BIRMINGHAM, ALA. | Established 1913 


AmericanTransfer & Warehouse Co., Inc. 
831 N. 19th Street Birmingham 2, Ala. 


Merchandise Storage 
Warehouse, Concrete and Steel Construction—150,000 
sq. ft.—sprinklered. ADT Alarm. Private siding, Frisco 
railroad. Pool Car Distribution and heavy machinery 


hauling. 
Member of AWA—SEW&MA—AlaTA 











DOTHAN, ALA. | 


SECURITY BONDED WAREHOUSE 


500-501 East Commerce Street 
POOL CAR DISTRIBUTION 


SERVING Receiving—STORAGE—Handling. 

. Alabama Motor Freight Service to all points. 
8.W. Georgia 6-ear Private Siding. Reciprocal Switching. 
N.W. Florida Efficient—Conscientious Branch House Service. 








BIRMINGHAM, ALA.| 
DOC'S Transfer & Warehouse, Inc. 


3221 First Avenue, North 
Storage - Distribution - Local Cartage - Household Moving 
Represeated By 
y, JAREHOUSE COMPANIES 
105 W. Madison St., 36 W. 44th Street 


Chicogo 2 hd New York 36 
$1 2-5180 MU 2-8927 


BIRMINGHAM, ALA. | wn a Years of Service—1959 
HARRIS WAREHOUSE CO. 


© 8 South 13th St., Birmingham ¢ 
Merchandise and Household Goods 
@ CARTAGE @ DISTRIBUTION @ FORWARDING 
Pool Cars Handled 
Member of A.C.W.—A.W.A.—N.F.W.A. Agents for Allied Van Lines, Inc. 


BIRMINGHAM, ALA. | 


vhiscstesneamnaned TRANSFER AND WAREHOUSE CO. 
A Subsidiary Of 
WADE WOOD COMPANY 
112 South 14th St., Birmingham 
General Merchandise Storage and Distribution 
Pool Car Service a Specialty—Motor Truck Service 
Centrally Located—Free Switching from All R.R.s 














@ STORAGE 
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PHOENIX, ARIZ. | 


B-Z-Bee Transp’n & Warehouse Co. 
1146 North 19th Ave., Phoenix, Ariz. 


Merchandise & Household Goods. Warehouse Capacity 20,000 sq. ft. 
—Palletized. Pool Car Distribution—Unloaded and De- 


livered Same Day. 16 car siding. Our own I. 


Phone: ALpine 8-7511. TWX-PX 329. FAX-FOP. 





fleet of trucks (22 units). 
Represented by A.W.1. Agents fer United Van Lines Vw 


PHOENIX, ARIZONA [ 


LIGHTNING 


MOVING & WAREHOUSE 
Established 1890 
PHOENIX Teletype Px262 














Box 2033 


Offering complete warehouse service 
for all types of general merchandise. 


@ Local Cartage Service 
@ Inside Truck Loading 





@ Palletizea Operation 
@ Pool Car Distribution 
@ Field Warehousing @ Private Sidings — 

@ Free Switching 20 Car Capacity 

Consign shipments via S.Fe — S.P. 
@ Storage and Nationwide moving of household goods. 
Represented by 
American Chain of Warehouses 
Allied Distribution 
Member American ‘sa 























LITTLE ROCK, ARK. | 


ARKANSAS LARGEST WAREHOUSE 
Merchandise and Household Storage 











=t 6. 


FIREPROOF-CONSTRUCTED 
Peel Car Distribution—Agent, Allied Van Lines 


TERMINAL WAREHOUSE CO. 


& 


Member American Warchousemen’s Association 
American Chain of Warehouses 


LITTLE ROCK ARKANSAS 











For Shippers’ Convenience, States, Cities 


LOS ANGELES, CAL. | Member of A.W.A. 













PACIFIC COAST TERMINAL 
WAREHOUSE COMPANY 


4802 LOMA VISTA AVE. LOS ANGELES 58 
Telephone LUdiow 3-4183 
Centrally Located 
In the Heart of the Wholesale District 
¢ MODERN FLEET OF DELIVERY TRUCKS 
¢ PRIVATE SPUR TRACK—22 CAR SPOT 
¢ A.D.T.—FIRE & BURGLAR ALARM SYSTEM 
¢ LOW INSURANCE RATES 
¢ COMPLETELY MECHANIZED 
¥ NATION WIDE TELETYPE SERVICE—L.A. 446 
Office Space & Telephone Service 


Represented by AFFILIATED WAREHOUSE COMPANIES 
CHICAGO NEW YORK 


















Warelfousi d : 
pea IRE WAREHOUSING CORP. 


1335 sO. FIGUEROA 
W. C. Elliott, Manager 








LOS ANGELES, CAL. | ESTABLISHED 1918 Phone: TR-8282 





PACIFIC CORERCIN WAREHOUSE, INC. 











LOS ANGELES, CAL. 


| 1248 Wholesale St., Los Angeles 2! 
Telephone MAdison 7-221! 


CALIFORNIA WAREHOUSE COMPANY 
A Complete Warehouse Service Since 1917 


Pool Car Distribution 


Rail—Truck—Steamship—Minimum P.U.C. rates—Routing all lines— 
Reciprocal switching—Two deliveries daily—Cargo Insurance $30,000 
truckload. Write for rates and references. 

Represented by American Chain of Warehouses 

Member of AWA—CalWA—CalMTA—LAWA 








1817-1855 INDUSTRIAL ST., LOS ANGELES 21 


LOS ANGELES, CALIF. (vss mers. aa 





Star Truck & Warehouse Co. 


COMPLETE FACILITIES EFFICIENT SERVICE 
SPRINKLERED—A.D.T. 
Storage meets 
256,000 Square Feet 20 Pieces Motor Ft med 
Represented by Distribution Service 
San Francisce 


New York Chicago 











LOS ANGELES, CAL. } Phone: CApital 1-2191 — Established 1921 
CENTRAL TERMINAL WAREHOUSE CO. 


639 Antonia Ave., Los Angeles 31, Cal. 





General Merchandise Storage 
Sprinklered, Brick Warehouse—ADT 
Daily local delivery—our own Trucks 








LOS ANGELES, CAL | 














LOS ANGELES, CAL. } Phone: MAdison 9-218! 





164 So. Central Ave. Los Angeles 12, Cal. 
MDSE. STORAGE-DISTRIBUTION-CARTAGE 


Reinforced Concrete and brick bidgs.—i50,500 » 
Completely palletized. Priv. Siding SP—I4 Car p.— 
12 truck dock. 

Represented by Associated Warehouses, | 

Member of AW A—CalW A—OalMTA—LAWA 








a a 
Union Terminal Warehouse 
Dependable Service 
575,000 oq. ft. Storage Space 
Storage and distribution of merchandise to points in 
Southern Califernia, Arizoma, and Nevada 
Central Location 


Class A Reinforced Cenerete 
Buildings 
Coeler Room Facilities Fully Sprinklered 
Peol Car Distribution Leow Insurance (ADT Service) 
City Deliveries 24 Hour Switehing Service 
Served by Seuthern Pacifio— 


Pacifie Electrie Ry. Co. 


737 Terminal Street 


LOS ANGELES 21, CALIFORNIA 
Telephone—MAdison 7-958! 

A. F. Mortensen, J. A. Williams, Vieo President 
Presiden: & Ceneral Manager 




















LOS ANGELES, CAL. 
General Warehousing and Distribution 


Commercial and household storage, local 
and long distance moving. Pool car dis- 
tribution, private siding, Pacific Electric 
delivery, ‘free switching any RR. EXPORT 
precessing, packing. Main office: 
1950 S. Vermont Av. (7) 
REpublic 1-3131 


LET LYON GUARD YOUR GOODS 








LOS ANGELES, CALIF. | CENTRAL » CONVENIENT ¢ COOPERATIVE 
OVERLAND TERMINAL WAREHOUSE CO. 


1807 East Olympic Boulevard, Los Angeles 21—MAdison 7-1146 

PACKAGE STORAGE — OFFICES — SPACE FOR LEASE 

CUSTOMS BOND—REFRIGERATED ROOMS—A.D.T. PROTECTED 
Associated with 

CROOKS TERMINAL WAREHOUSES INC., Chicago « Kansas City 

Represented by W. D. CAVANAUGH ASSOCIATES, New York City 
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OAKLAND, CALIF. 
SACRAMENTO, CALIF. | GENERAL MERCHANDISE 


WAREHOUSING - DISTRIBUTING - DRAYING 
Steamer Piers + Office Space Availa 
¢ ~> ’ 


HOWARD TERMINAL,(;’. 


Established 1900 ee 
95 MARKET STREET + OAKLAND 4, CALIFORNIA 


SAN DIEGO, CAL. 
COMMERCIAL WAREHOUSING, 
LOCAL CART 



















AGE 


Largest commercia! warehouse in 
Diego area. Santa Fe spur, free — 


ing any R.R. 5 fork lifts. 105,000 sq. 


Sprinklers. 
E. B. GOULD, Mgr. 


P O B 13056 Z 13, Sam Diego, Calif. 
G Ridley 7-319 


LET LYON GUARD YOUR GOODS +; 


DISTRIBUTION AGE 











", 





and Firms are Arranged Alphabetically 


SAN FRANCISCO. CAL. | SUtter 1-3461 


SAN FRANCISCO WAREHOUSE CO. 




















DENVER [ 





COMPLETE : 
WAREHOUSE ¥ foot of the Rocki¢g 
SERVICE The LOGICAL “‘break-bulk” point 









for economical Sissies: 
Where carload minimums change 


| 





500,000 Sq. Ft. 










605 THIRD ST., SAN FRANCISCO 7 
Teletype SF933 


Member 


American Warehousemen’s Assn. N OR TH 
Distribution Service, Inc. D EN VER 


¥% the logical place to Warehouse! 














COMPLETELY UP-TO-DATE: 
* BUILDINGS 
* HANDLING METHODS 
*& OFFICE PROCEDURES 











Agent ALLIED Van Lines 





noeccr an UARSEN 


Specializing in General Merchandise Storage : te 
and Pool Car Distribution CHICAGO 4 ALLIED DISTRIBUTION INC. A 














EW YORK 36 
20 E. Jackson Bivd. w 42nd 8 
@ TELETYPE DN 536 @ PRIVATE SIDING U.P. WAbash 2-3567 -_ Pens 6-000? 
@ FREE SWITCHING © SPRINKLERED SPACE PUEBLO, COLO. 
@ LOCAL DELIVERIES @ LOW INSURANCE RATE J._| member of Mav. a wees pe 
LARSEN TRANSFER & STORAGE CO. Mi BURCH lly 
P.O. Box 5152 Terminal Annex Denver 17, Colorado ga one and -Were 















Represented By 


Affected wareyoust COMPANIES 


NEW YORK Sue CHICAGO 


200 “00 SO. SANTE FE AVENUE 
Modern 














128-130 SOUTH MAIN 


WEICKER TRANSFER & 
Si OHRAGE (0. 
© Modern Sprinklered Building * Poel Car Distribution 


© Aduschold and Merchandise © Freight Forwardi: 
Facilities Diswibeton we 


+* AGENT ALLIED VAN LINES— 


DANBURY, CONN. | Represented by Affiliated Warehouse Companies 
You're Sure of Service When You Ship to 


SHEPARD'S WAREHOUSE 
THE GEO. A. SHEPARD & SONS CO. 
BETHEL, CONN. TEL.: Pioneer 8-3568 


Our warchouse—75,000 sq. ft., sprinklered, heated, with private 
siding—is located just 3 mi. from Danbury, on the New Haven RR, 
60 mi. from N.Y.C. Easy access truck routes US 6 & 7. 


HARTFORD, CONN. 


1700 Fifteenth, Denver 17, Colo. 


TRANSFER & 
STORAGE CO. 














* ACENT ALLIED VAN LINES— 


























100,000 sq. ft. ware- 
housing space: 8-car pri- 
vate siding; complete ADT 
fire, burglary protection; 
100% sprinklered ware- 
house. Teletype H. F. 
287 or write... 





For more product information use the 


READERS’ SERVICE CARD 





Elsewhere in this issue to check your selection 
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HARTFORD, CONN. | U. $. CUSTOMS BONDED WAREHOUSES 


ARTFORD DESPATC 
and WAREHOUSE CO., Inc. 
410 Capitol Ave., Hartford 1, Conn. 


*% Public Storage » Pool Car Distribution 
% 100% Palletized % ADT Protective Service 
* Prompt Delivery Via Own Fleet 





For Shippers’ C ience, States, Cities 











WASHINGTON, D.C. | J. $. JACKSON, Mer. 


THE TERMINAL STORAGE COMPANY 
OF WASHINGTON 
First, K and L Streets, N. E., Washington 2 


Large buildings of modern construction, total floor area 204,000 
square feet, of which 109,000 square feet is of fireproof con- 
struction. Storage of general merchandise. 

CONSIGN SHIPMENTS VIA B. & O. R. R. 

Heated rooms for protection against freezing. 














NEW HAVEN, CONN. Member of AWA-ConnWA-New Haven CofC 
THE ATLANTIC BONDED WAREHOUSE CORP. 


140 Ferry Street P. O. Box 33 New Haven 1, Coas. 
Merchandise Storage—U. $. Customs and Internal Revenue Beaded— 
Consolidation—Storage and Distribution—inventory Control d 








Ing—Sprinkiered—Heated—Private Siding NYNH&H R.R.—(.e 
All Trucking Facilities—Pool Car Distribution. te 





JACKSONVILLE, FLA. | 
JACKSONVILLE WAREHOUSE COMPANY 


511 Champion Ave., P. O. Box 2545, Jacksonville, Fia. 


General Storage—Poo!l Car Distribution—Local Cartage— 
Modern—Fireproof Building—67,000 Sq. Ft.—Fully Sprin- 
kiered—With Private Siding on ACL RR—Low Insurance 
Rate—A. D. T. Protection. 











NEW HAVEN, CONN. | 


ae OL EY 


established 1860 
Complete Storage and Distribution Service 
Merchandise—Household Goods 
AWA—NFWA—AVL agents 














Member of AWA—NFWA 


DOVER, DEL. | 
DELMARVA WAREHOUSES, INC. 


. St. & Penna. R.R., Dover, Delaware 
Phone—Dover 3141-5949 


GENERAL MERCHANDISE and HOUSEHOLD 
GOODS STORAGE 


120,000 sq. ft. 80,000 sq. ft. heated 

Lease rentals of whole buildings or parts 
15 car private siding 
Storage in transit 
Pool car distribution 


Inventory control 
Agents for Allied Van Lines 








JACKSONVILLE, FLA. j 


LANEY & DUKE STORAGE 
WAREHOUSE (O., INC. 


Most Centrally Located Warehouse 
In The City 


@ Reinforced concrete building with private 
siding on A. C. L. R. R., free switching. 

@ Clean, dry general ‘storage and cooler 
facilities, modern equipment. 

@ Low Contents Insurance Rate. Pool car 
distribution and prompt local truck de- 
liveries. 


1560 Jessie St. Jacksonville, Fla. 


*% Represented by 








Chieage 4 New York 36 
20 E. Jackson Blvd. QLLIED DISTRIBUTION INC it W. 42nd St. 
WAbash 2-3567 me. on § PEnn 6-0967 








JACKSONVILLE, FLA. | 
M & M Terminal Warehouse Co. 


800 East Bay Street 


Southern Terminus Willis Barge Line 


po agpeene 125,000 sq. ft., 48 car Private Siding SAL, 25 truck doors, Wateh- 
jan service. Deep pe to 30 ft. Service Features: Mdse. Storage, Pool 
Dist. Stg. in Transit, local deliveries, mobile crane, 20 tons, 100% patietized. 


Momber: SEWA, JWA, ADI 














WASHINGTON, D. a | Telephone: HUdson 3-3212 
COMMERCIAL STORAGE COMPANY 


910 Brentwood Read, N.E., Wash., D.C. 
Merchandise storage & distribution 
Space for any kind of commodity 
Private siding on B. & O. RR. 
Stopoff cars conveniently handled from P.R.R. 
G. P. Mullen J. Gatl Marsh H. R. Themas 








JACKSONVILLE, FLA. | Member: AWA—SEW&MA—JWA 
PENINSULAR WAREHOUSE COMPANY 


1507 Industrial Bivd. Established 1912 
Merchandise Storage—Pool Car Distribution—Trucking—New Reinforced 
Concrete Buildings—Low Insurance Rate—i4 Car 
Platform — ADT ag ee — 













Siding — 15 Truck 


bs Completely Mechanized — 67,000 sl Feet —(G 
mam Represented by AW!I. Chicago phone: Randolph RaS® 
6-4457. New York phone: Murray Hill 9-7645. = 











WASHINGTON, D. C. 


A.T.A. 





NLF.W.A, 
F.1D. 





3180 V Street, N.E. 
LAwrence 9-2700 
Cable: DAVTRANSCO 


SO. Complete Warehousing Services 
©) Moving ° Packing «* Storage 
Crating « Lift Vans * Packaging 











WASHINGTON, D.C. | Member A.W.A. 





KANE WAREHOUSE COMPANY 


Merchandise Storage Division Food Storage Division 
Sth & Franklin Streets, N.E. 4th & T Streets, N.E. 
40,000 sq. ft. 55,000 sq. ft. 


neral Offices 
Sth & Franklin Streets, N. E. 
ADoms 2-2883 
"Commercial Storage; Distribution and Delivery Service"’ 











JACKSONVILLE, FLA. | FLORIDA'S LARGEST WAREHOUSE 


Union Terminal Warehouse Company 


700 East Union Street, Sta. G 
Merchandise Storage—Custom Bonded—Pool Car Dis- 
tribution—Reconsigning—Trucking Service — Trackage 

52 Cars — Reinforced Concrete — Sprinkler System — 
g A.D.T. Service—insurance Rate 12 Cents 
Rental Compartments—Sub-Postoffice 
Members A.W.A.—A.C.-of-W.—J.W.A. 


COLONIAL WAREHOUSE, Inc. 


Division of United States Freight Co. 
3675 NORTHWEST 71st STREET 
100,000 sq. ft. Sprinklered-Fireproof 
MERCHANDISE STORAGE & DISTRIBUTION 


SAL & FEC RR Siding 29 cars A.D.T. Protected. 
Operate modern fleet trucks & trailers. 

















MIAMI, FLA | 


Represented by 


MLIED ESTROOTION OFC 
ae, on | 
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DISTRIBUTION AGE 











and Firms are Arranged Alphabetically 





MIAMI, FLA. | Export & Domestic Packing & Crating 
INTERNATIONAL BONDED WAREHOUSE CORP. 


U. S$. CUSTOM soneeD 
Member of American Warehousemen’s A i and South a 
ar ‘s Negotiable —= Receipts 


MERCHANDISE STORAGE 


FEC RR SIDING—6 CARS 
601-611 S.W. 8th St. (36) Tel. FR 4-8532 & FR 4-1208 




















THE SEVEN 


SANTINI BROS. : 


MIAMI, FLA. | 
MOVING + STORAGE - EXPORT PACKING 


> 


20 N.E. 11th St., Miami 32, Florida Phone: PRanklin 1-7503 








TAMPA, FLA. | 


“Your Tampa 


Merchandise and Household Goods 


WAREHOUSE — Since 1921” 


¢ New single story sprinklered 
building for Merchandise 
Storage 


* Central location serving the 
Entire State of Florida 


¢ Branch Office and Display 
Space 


¢ Easily accessible truck docks 
* Private Rail Sidings 


CALDWELL BONDED WAREHOUSES 


209 So. Franklin St. Phone 2-2796 




















ATLANTA, GA. | . 
American Bonded Warehouse <#s*¢ 
Southeastern Bonded Warehouses, Inc. 


“Better Warehouse Service” 

651-663 Humphries St., S.W.—Sou. R. R. 
Merchandise Warehousing Peo! Car Distribution 
Sprinklored A.D.T. Berger Protection AWA. 











ATLANTA, GA. | Owned and Operated by 
COWETA 


Coweta Investment Co. 


CENTRAL LOCATION 150,000 SQ. FT. SPACE 
SPRINKLERED LOW INSURANCE RATES 
SOUTHERN R.R. — 9-CAR SIDING 
POOL CAR HANDLING UNIT HANDLING 


W AREHOUSE AMPLE TRUCK DOCKS ADJOINING EXPRESSWAY 
LOCAL DELIVERY SERVICE 


598 WELLS STREET, S.W., ATLANTA 3, GEORGIA + JACKSON 2-6351 
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SAVANNAH, GA. | SAVANNAH 
BONDED WAREHOUSE & TRANSFER CO. 


WEST BAY STREET AT CANAL 
Post Office Box 1187 
General Storage—Pool Car Distribution 
Leeal Cartage—Custom Bonded—State Bonded 
Field Warehousi P ler System 
Members: A.W.A.—A.C. of W. 

















HONOLULU, HAWAII | WHEN SHIPPING GOODS FO 


HONOLULU 


Consign to us and the same will be given our best attention. 
Modern Concrete Warehouses. Collections promptly remitted. 
Established 1900. Correspondence solicited. 

CITY TRANSFER COMPANY, LTD. 

610 FORT ST., HONOLULU CABLE ADDRESS: LOVERINO 











HONOLULU, HAWAH | 
























MERCHANDISE—HOUSEHOLD EFFECTS 
HC&D MOVING & STORAGE 











CAIRO, ILL. | 
HUDSON WAREHOUSES 
P.O. Box 86 Cairo, Ill. 


Merchandise Storage and Distribution 
Represented By Affiliated repemees’ Companies 
105 W. Madison St. ow. yt St. 


Chicago 2, Ill. 6 MM Y¥ 
Phone: STate 2-5180 Urey ai 2 8927 








FOR FRIENDLY SERVICE CALL... 











WAREHOUSE COMPANIES 
105 W. Medison $t.. CHICAGO 2 
ST 2-5180 + Waiter P. Taylor 











AMERICAN CHAIN._L 
OF WAREHOUSES, INC. 


53 W. Jackson Bivd. - Harrison 7-3688 


















Henry Becker 
Western 
Manager 








Phone 
CLYDE E. PHELPS 
RAndolph 6-4457 FOR 


STORAGE-COAST TO COAST-SERVICE 


MERCHANDISE WAREHOUSES IN 75 CITIES 


ASSOCIATED WAREHOUSES, INC. 
549 WEST RANDOLPH ST. + CHICAGO 6, ILL. 


AT CHICAGO, 
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CHICAGO, ILL. j 








Tue Traprrionat Insicnia 








ANCHOR ..., 


STORAGE CO. 


251-315 EAST GRAND AVE. 
CHICAGO 11, ILL. 
Warehouse located two 
blocks east of Michigan 
Avenue. Walking distance 
from Loop. Ten car switch 
C&NW Ry. Tunnel eervice 
Splendid building. Low in 


surance rate 





Represented by 
DISTRIBUTION SERVICE, 


°) ote: AMERICAN WAREHOUSEMENS ASSOCIATION ¢ 


Inc. 


a 


CHICAGO, ILL. | 





{ 








For Shippers’ Convenience, States, Cities 








Member A. W. A. 


Griswold & Bateman Warehouse Co. 


1525 NEWBERRY AVE. CHICAGO 8 


@ Modern Buildings. 
@ Low contents insurance. 


@ Reshipping, city deliv- 
eries. 


@ Vacuum fumigation of 


B&OCT Railroad. 
@ Over 


food stuffs, tobacco, etc. Warehousing Experi- 
@ Cooling Rooms. ence. 
* ricerca em 
taceGAN AVE. ALLIED DISTRIBUTION MEW YORK 36 
wates 28-2567 ae on | or 1 WEST 4eND ST. 
Neteree (GS-67 PE oe 60967 





SOUTH 
5967 W. 6STH ST. 


NEAR THE LOOP 
429 W. 14TH PLACE 


5 oints 


to remember 


for complete 


warehousing 





DOWNTOWN 
433 W. HARRISON ST. 


distributing 


service in 


CHICAGO 


ON THE WATERFRONT 
3101 EAST 103RD ST 


WEST 
2750 W. 35TH ST. 





PLUS THESE ADVANTAGES: 
Modern buildings; low insurance; spacious switch trocks; 
leading doors; pool cor distribution; storage in tronsit; cooler rooms; 
efficient hondling equipment; privote storage; office space; negotioble 
warehouse receipts; financing; fumigating facilities. 


Crooks Terminal Warehouses, Inc. 


CHICAGO 7 KANSAS CITY 1 NEW YORK 17 
433 W. Harrison St. 1104 Union Ave. 51 E. 42nd St. 


Associated with Overland Terminal Worehouse Co. 
1807 E. Olympic Blvd., Los Angeles 21 
Member of the American Worehousemen's Association 
OFFERING COMPLETE BRANCH HOUSE FACILITIES: 
Receiving /Storing/ Marking / Weighing /Reconditioning/Shipping/C.0.0./ 
Sight Drofts/invoicing/Collections/Inventories/Freight Prepayments 


ample truck 


Les wrae mew wae ew ew we = ee awe & 


CHICAGO, ILL. | 


be a a a enw an awe 





WARD CASTLE, President 










CURRIER - LEE WAREHOUSES, Inc. 


Storage and Distribution 
Member: Associated Warchouses, Inc. 











CHICAGO, ILL. | 








PRospect 6-4616 
Equipment Storage Corporation 
. Main Office and Warehouse 
7444 S. Ashland Ave. 
Chicago 36, Ill. 
Heavy Industrial Storage 
Switch track and crone fo- 
cilities for handling heavy 


machinery, poper. Bonded and Licensed. 
Member of AWA 


merchandise, steel, 











@ Direct track connections 
with C&NW, B&O, Soo 
Lines, PM, CGW, and 


Sixty Years of 





CHICAGO, ILL. | Licensed & Bonded 





FIRE PROOF STORAGE--4 warehouses 
Packing — Crating — Shipping * NATION WIDE Long 
Distance Moving ° 


GROVE STORAGE CO. INC. 


4301 Cottage Grove Avenue 
Chicago's most progressive warehouse system 














Member: N.F.W.A 
Allied Van Lines 


Serving Chicago and 
Suburbs for Over 50 Years 


z 4 : ‘ 


Consign 


JOYCE BROS. Stge. & Van Co. 


6428 N. Clark St., Ch ra.) 
ROgers Park 4-0033 — Teletype CG-2196 


coao 
cago 


LOCATIONS 


CHOOSE THE BEST FOR YOUR BUSINESS 
ONE: Main bldg. Lake Shore Dr. at Illinois St. Office 
and/or warehouse space, leasing or mdse. storage. 
TWO: Navy Pier in Downtown Harbor District; a 
ship and barge-side warehouse on Lake Michigan. 
THREE: Ship Dock in Downtown Harbor; a ship 
and barge-side warehouse at mouth of Chicago River. 
FOUR: Lake Calumet Harbor, modern intransit ware- 
house at south edge of Chicago for your ship and 
barge-side warehouse needs. 

From North Pier Terminal you can get complete distribution 
services: CL-LCL-TL-LTL-WATER. 

Chicago freight rate applies to every warehouse. 
switching charges 

MODERN DOCKS, finest equipment—fork & clamp lift 
trucks, 20- to 110-ton cranes, palletized handling, etc. 
Sprinklered, ADT protected. 

Low rent and ins. rates. Combination office-whse. space at 


prestige address. Expansible space when you need it. 
Call or write: W. W. Huggett, Pres., or S. T. Heffner, V.P. 


J. Leo Cooke Warehouse Corp., Jersey City 2, N. J. 





No extra 


Eastern Rep.: 


Phone: OLdfield 3-5080. New York phone: WHitehall 3-5090. Western 
Rep.: Encinal Terminals, Alameda, Cal. Phone LA, 3-1311. 


Norninmere rae rire 


444 Lake Shore Drive, Chicago 11, Illinois 


SUperior 7-5606 


DISTRIBUTION AGE 





Economical rates—Unexcelled service 











and Firms zre Arranged Alphabetically 





Member N.F.W.A. 


CHICAGO, ILL. | Teletype Number CG 2597 
MAJESTIC WAREHOUSES, Wc. 


5210-30 ee WABASH, CHICAGO 15, ILL. 


s Pfc detinardt. Lart 


War rege 
u. & ps Py “Number 68 


WORLD WIDE MOVING 


Packing & Crating ATiantic 5-2600 














MIDLAND 


in Chicago, Illinois 


* organization fully outro to handle 

_——- wopidiy and economically with convenient locations 

fer lecal trade and excellent trans facilities for 

national distribution. Served by Chicago Junction Rallway 
ding direct connections with thirty-eight railroads. Receiv- 
station for Railway Express Agency on premises. 


Inquiries Invited on Storege, 
Office and Rental Requirements 
MIDLAND WAREHOUSES, INC. 
1500 S. WESTERN AVE. 
CHICAGO 8, ILL. * CAnal 6-68!1 














EXPERIENCE—FACILITIES 
FOR EVERY NEED—BUT BEST 
OF ALL, PERSONALIZED! 


PACKERS makes you feel like a customer again! 
This family management firm has the true “‘re- 
sponsibility factor’ so essential to good service 
today ! 

Coupled with all facilities, for all types of mer- 
chandise . . . the facilities and experience for 
your entire distribution job! 


PACKERS TERMINAL & WAREHOUSE CORP. 


GENERAL OFFICES: 

4000 Packers Ave., 
Chicago 9, Ill. 

All phones: Virginia 7-7972 


5 LOCATIONS 


@ WATER — RAIL — BARGE 
@ STORAGE IN TRANSIT 
@ CENTRAL LOCATION 

@ COOLER STORAGE 

® SPACE LEASING 











elammelal itis; 


Lake Calumet 
aleldelels 
Chicago 





Represented By 
JAREHOUSE COMPANIES 
105 W. Madison St., 36 W. 44th Street 
Chicago 2 New York 36 
GT 2-5180 MU 2-8927 


AMERICAN WAREHOUSEMEN'S ASSOCIATION 









~~ ‘ 


ot Wooler 















CHICAGO, HLL. | 


Close to the Loop District, these two co- 
operated warehouses offer quick, efficient and 
economical service to stores and distributors 
in Chicago and the Mid-West. 


PRODUCERS WAREHOUSE CO. 
344 No. Canal St. (6) C. & N. W. Ry. 


THOMSON TERMINALS INC. 
346 W. Kinzie St. (10) C. M. St. P. & P. R.R. 


Prompt Deliveries Advances Made 


CHICAGO, ILL. | 


MVEA SIDE WHAERDUSE 


of Anchor Storage Co. 


219 East North Water St., Chicago 11, IIl. 
Telephone Mohawk 4-3325 
GENERAL MERCHANDISE STORAGE 


Centrally located one block east of Michigan Ave. Bridge 
Ten Car Private Siding C & N W Ry. 
Represented by Distribution Service, Inc. 




















“the faishing touch” 
to your sales program with Soo Terminal’s 
storage and distribution “know how”! 


@ An all-over service since 1914 

@ 500.000 sq. # concrete building 
@ Fuliy palletized and powerized — 
@ Year ‘round candy storage 

@ Cartage office on premises 


$OO TERMINAL WAREHOUSE 
Div. Beatrice Foods Co. 
519 W. Roosevelt Road 
Chicago 7, lil. CAnal 6-5740 











CHICAGO, ILL. | 
One of Chicago’s Finest 


A half million feet of modern warehouse space where 
you have every advantage for receiving, shipping and 
reshipping. Track space accommodates 360 railroad freight 
ears. 70 ft. covered driveways practically surround the 
elean, light and airy warehouse. 

Lecated on the edge of Chicago’s famous Loop and only 
ene block from the mammoth new Post Office. Western 
Warehouse is in the heart of all business activity. Write 
fer complete information. 


WESTERN WAREHOUSING COMPANY 
323 West Polk Street Chicago 7, IIL 
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CHICAGO, LL | In Chicage use 
SYKES COMPLETE WAREHOUSE 


and Distribution Service 
Fully sprinklered warehouse building for merchandi 
exclusively. Centrally located — only 12 minutes from the leep. 
Complete warehouse service with personal supervision. 
Pool Car Distribution. 
SYKES TERMINAL WAREHOUSE CO. re 
929 West Ith St.. Chicago 8, Ill. | Phone Monroe 6-2370 Sas 











WAKEM & McLAUCHLIN 


Since 1886 the Midwest's most 
modern and complete 
warehousing facilities 





400,000 square feet in 2 convenient locations 
4045 W. CHICAGO AVE. 213-235 E. ILLINOIS ST. 


@ SINGLE STORY OPERATION 

@ FULLY MECHANIZED 

@ INSIDE SIDINGS & TRUCK DOCKS 

@ SPRINKLER & ADT PROTECTION 

@ LOW INSURANCE RATES 

@ MEMBER AMERICAN WAREHOUSEMEN'S ASSN. 


Ww ‘ MM write or wire for full details and services 


WAKEM & McLAUCHLIN ncerporctes 
General Offices: 225 East Illinois Street 
Chicagol] SUperior 7-6828 


—_—_ee eee Ply’ 


ah eA A SS A A A nn nnn. eee eee 
~~. 



















E. ST.LOUIS, IL. | 
McMAHON TRANSFER and WAREHOUSE CO. 


Since 1905 
OFFICES: BROADWAY AT 7TH ST., EAST ST. LOUIS, ILL. 
GENERAL HAULING—WAREHOUSING AND FORWARDING 
WAREHOUSES ON SOUTHERN RAILROAD BELT LINE 











E. ST. LOUIS, HL. | Telephone BRidge 4-0002 


MID-AMERICA 
TERMINAL WAREHOUSE 


INCORPORATED 


2046 TRENDLEY AVE., EAST ST. LOUIS, ILL. 
LOCATED: Just five minutes from downtown St. Louis, Mo. 


Storage and Distribution with 
Unequaled Service 


100,000 square feet of completely fireproof warehouse space. 
6-Car Private Siding, TRRA Delivery, 12-Truck Dock on 
Private Siding. Modern Equipment, Completely Palletized. 100% 
A.D.T. Protection. Low Insurance Rates. Completely Sprinklered. 














For Shippers’ Convenience, States, Cities 


EAST ST. LOUIS, ILL. | Telephone: Bridge 1-3723 ) 
MERCHANDISE WAREHOUSING® 


For The Carload Shipper 
360,000 Sq. Ft. on One Floor 
50 Car Private Siding on TRRA. 
Storage In Transit Privileges 
A.D.T. Burglar & Sprinkler Alarms 


S. J. LUSBY, Vice-Pres. 


G. J. NOONEY & CO. 


(MISSISSIPP] AVENUE WAREHOUSE) 
EAST ST. LOUIS, P. O. BOX 26, ILL. 


JOLIET, HLL | HL “Beat Distributing Point in Middle Weet™ 
JOLIET WAREHOUSE & TRANSFER CO. 


12 NEW ST. JOLIET, ILL. 
MERCHANDISE STORAGE AND DISTRIBUTION 
"k INTER AND INTRA STATE MOTOR CARRIER 























a 






ley 
vag LOGATED ON FIVE TRUNK LINES AND OUTER 
NAF oat peed Ht EVERY ROAD ENTERING 





@—CHIOAGG FREIGHT RATES APPLY 
—NO SWITCHING CHARGES 











KANKAKEE, ILL. | 
BELT ROUTE 


WAREHOUSE & STORAGE COMPANY 
Washington Avenue & Brookmont Blvd.—P. O. Box 307—Tel. 2-2732 


GENERAL MERCHANDISE STORAGE 


POOL CAR DISTRIBUTION 10-CAR SIDING NYCRR 
MAJOR TRANSFER CARRIER 


ESTABLISHED 1925 














ORIA, ILLINOIS & XK KKK KKKKKKKKKKKKKKR 









UNITE © 


Warehousing 


SPECIALIZING IN VOLUME STORAGE AND DISTRIBUTION 
THROUGH THE PEORIA GATEWAY 


14 Railroads — Transit Privileges — 50 Truck Lines 
2800 S$. Adams PEORIA, ILLINOIS 
write for details or phone 6-5581 — TWX PE 8538 


% te Ot Ob Oe OF Ot OO OOOO OO 
+ + eet ee OE OE OO 


KKK KKK KKK KK KKK KKK KKKKKKKK 
VANDALIA, ILL. | Telephone: 475 
VANDALIA WAREHOUSE CORPORATION 


1217-1331 W. Main Street 
Merchandising Storage At Its Best 


140,000 sq. ft. fully sprinklered—A.D.T.—lowest insurance rates—unlim- 

ited floor loads. 4 sidings—30 car capacity—Served by IC and PRR— 

reciprocal switching—ample truck docks—fork lifts and palletized. 
STORAGE-IN-TRANSIT PRIVILEGES 














EVANSVILLE, IND. | Experienced Personnel — Prompt Service 
Complete warehousing and distribution services—418,000 sq. ft. on one 
floor—Unlimited floor load—Spotting for 84 carloads at one time— 
Continuous truck doors—Low insurance rate. 
Sprinklered—Palletized—Open yard storage 


PRODUCERS, INC. 


(Formerly Beeler Warehouse Corp.) 
P. O. Box 175 . Phone 5-3585 

















DISTRIBUTION AGE 











and Firms are Arranged Alphabetically 


ELKHART, IND. WAY #:V. a ae hehe dy 1c 
YOUR PRODUCTS 


OVER 100,000 SQ. FT. 
SPACE. HEATED, SPRINK- Vilna OUR SPECIALTY 


LERED BRICK, CONCRETE 
AND STEEL BUILDING 


‘PETTIT WAREHOUSES, INC. 
414 E. Columbia St. Ft. Wayne 2, Ind. 


MERCHANDISE STORAGE 
Household Goods Stored 










$listaies NYC rail siding. inventory regularly issued. by Pettit Transfer & 
Modern equipment... Palletized & Receivi reports, delivery re- “| ONS 
handling. Forklift trucks...Poolear —_ceipts poe daily. bes sh Storage Co, 
istribution artage service. *” Office space, mail and phone serv- i! 
¥ Low insurance rates. ice, pr pore hs ape and financing A POOL CAR DISTRIBUTION 
* Ameie porting and truck facilities are all available to you. : 
killed personnel. WRITE, WIRE or PHONE for further REPRESENTATIVES 
* Fibden so records kept...monthly information TODAY! New York City Chicago 
* SCHULT GENERAL WAREHOUSE ' Mr. J. W. Terreforte Mr. H. H. Becker 
Gwned and Operated by Schult Corp. 250 Park Avenue 53 W. Jackson Bivd. 
1800-34 SOUTH MAIN Bose 7 ELKHART, INDIANA x 
/SCHULT P.P on'l Mgr. , Phone 2-2950 ' YUkon 6-7722 HArrison 7-3688 





Geo. atterson, G 
“WHERE SERVICE IS “MORE THAN A WORD’ 














HAMMOND, IND. IP 
GREAT LAKES WAREHOUSE CORPORATION 





SVM Mia Emmet iamm Evansville, Indiana 





Completel - ++ fully integr 
P y modern . . . fully integrated General Warehousing and Distribution Service—Calumet Industrial Area— 
Economical . . . Efficient . . . Safe Chicago Switching District—IHB and Monon Railroads—Free of State Tes 
oncrete bu s—sprinklered—20 car spot— 
TERMINAL and WAREHOUSE SERVICE can oak” 1 Industrial Road, Hammond, I Indiana—Chicago Phone SAginaw 
Fully coordinated river-rail-truck terminal — warehouse all one story 1-411. Hammond Phone—WEstmore 2-3780. 
Affiliated with Iiliana Storage Co., Inc., Packers Terminal & Ware- 


— no floor load limit, 150,000 square feet. Fully sprinklered. Con- 
tents insurance rate 6.8c per $100 per year. Two 10-ton overhead house Corp., Also, Seaway Stevedoring Co. in Chicago Port District. 


electric cranes, fork life truck fleet, 4,000 to 12,000 Ib. capacity, for 

















palletized operation. Rail siding and truck docks under canopy to 
service 65 cars and 35 trucks assuring prompt service. HAMMOND IND. | 
snaved be, & a ont & & gem reciprocal switch- U ~ 
ing, a io River barge lines and numerous, major 
— lines. For further hocmasion write for brochure. ILLIANA STORAGE COMPANY, INC. 
A. J. Weber, Vice-President and General Manager — Telephone HArrison 5-7152 Geiaas ing and Distribution Servi Calumet industrial Aree—Chi- 
— roada— tate Taxes. Single 
MEAD JOHNSON TERMINAL CORPORATION Se Seyming lati 1B ane NYO Rallreade—Free of 8 
1630 WEST OHIO STREET * EVANSVILLE 2, INDIANA * ESTABLISHED 1930 N.Y. Reprosentative—AWO—Murray HIll 2-8927. 1334 Field 
7 Represented by: ALLIED DISTRIBUTION INC Street—Hammend, indiana—Chieage Phome SAginaw | -44/!. 
CHICAGO NEW YORK Affiliated with Great Lakes Warehouse Corp. and Paskers 
MEMBER: American Warehousemen's Association MUED fC Terminal & Warehouse Corp. 








American Waterways Operators, Inc 


EVANSVILLE, IND. | FO, Better 
WAREHOUSING 


Fire resistant building. R.R. siding on Ill. 
Cen. Ry. with reciprocal switching on L.&N., 
C.E.&1., N.Y.C., and Southern Rys. Storage in 
transit, * transit arrangement made. 








HAMMOND, IND. [- 
NOWAK WAREHOUSES, INC. 


Plants at Hammond and East Chicago, Ind. 
IHB-BOCT, PRR, NYC and B&O Railroads. 
In the heart of the industrial Calumet area 


and Chicago switching district. 
TERMINAL WAREHOUSE, INC. 


5009 Calumet Ave., Hammond, Ind. © WEstmorn 1-3700 
915-919 Main St. LL.D. Phone HA 5-8201 


Modern, Complete, Safe INDIANAPOLIS, IND. | Phone MEirece 24361 





























WAREHOUSING INDIANA TERMINAL & REFRIGERATING CO. 


112,000 sq. ft. storage. ADT protected, 230-240 So. Penna. St., Indianapolis 4 














e 
































Vi pat fe ro abt switching ‘on ai on, Cie "Southern: ond ai ) Sprinklered tends 4 Cold § Rooms 
ee ee ee S24] General Merchandise and Cold Storage 
Cl 
No. 2 Ingle St. INGLE STREET WAREHOUSE CO. : Down Town Location with RR tracks in building 
ot. WAYNE, IND. [ANY WAY YOU LOOK AT IT. INDIANAPOLIS, IND. Telephone MElrose 5-4436 MEMBER OF A.W.A. 
F FOR EFFICIENT STORAGE AND Indianapolis Warehouse & Storage Co., Inc. 
DISTRIBUTION IN DETROIT, TOLEDO 330 West New York St. Indianapolis 7, Ind. 


AND FORT WAYNE, IT’S... 


EDGAR'S WAREHOUSES 


1925 HOWARD ST. + DETROIT 16 + TA 5-0008 






Merchandise Storage * Private Siding, N.Y.C. 
Pool Car Distribution ° Office Space 




















FORT WAYNE, IND. | Telephone Anthony 3222 INDIANAPOLIS, IND. | Telephone—MElrose 2-2525 


FORT WAYNE STORAGE COMPANY, Inc.| | MERCHANDISE STORAGE, FEA COs DISTRIBUTION 


806-808 Hayden St., Fort Wayne 4, Ind. Cunten $O>tatieeete 
Lease 


FIREPROOF AND NON-FIREPROOF BUILDINGS pie ramen 
Ponaa. Oe. R. R.; Grand Rapids & indiama R. R.; Wabash R. R. tf }] MERCHANDISE WAREHOUSE CO., INC. 


Private Sidingo—Peel Car Distribution 1414 S. West St., Indianapolis 25, Ind. 
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For Shippers’ Convenience, States, Cities 


KANSAS CITY, KANSAS | 
For Good Warehousing in Kansas City 


Call G-K Warehouses, Inc. 


Complete Bonded Service with Extensive Facilities 
Kansas Ave. and Railroad St., Kansas City 5, Kansas 
Represented by Affiliated Wareh Comp 




















KANSAS CITY, KANSAS | Telephone Drexel 1-5760 - - - Bonded 











Telephone AT 8-6677 


TRANSIT WAREHOUSES INC. 
59 EWING ST., KANSAS CITY 18, KANSAS 


Over 175,000 Square Feet Clean Modern Space 
ADT Protected — Fireproof — Sprinklered 
80,000 Square Feet of Heated Space 


WICHITA, KANSAS | SINCE 1915 














UNITED WAREHOUSE CO. 


811 E. Waterman & 144 So. Mosley, Wichita, Kans. 
Merchandise Storage—Pool Car Distribution 


In our NEW one-story, dock high, brick warchouse, 
THE FINEST IN THE MID-WEST. Lew Insurance Rates. 
Private sidings en Frisco & SFe. Reciprocal 














Member of A.W.A.— Wichita W &T A 











INDIANAPOLIS, IND. | Phone: MElrose 5-5513 TWX: IP 167 
General Merchandise Storage 
Pool Car Distribution 
Motor Trucking Service 

, One-Story Facilities 
Palletized Storage 
S T we Oo tr WAREHOUSE AND 
CARTAGE COMPANY 
359 West Ray Street, indianapolis, Indiaaa 
GENERAL MERCHANDISE STORAGE 
PRIVATE SIDINGS—35 CARS 
SERVICED BY—C&O—NYC—NICKEL PLATE 
LICENSED ICC INDIANA 
2700 So. Monroe St., Muncie, Ind. 
CEDAR RAPIDS, 10WA | 
American Transfer & Storage Co. 
401-411 FIRST ST. S. E. PHONE EMpire 2-1147 
General Merchandise Warehousing and Distribution. 
Cold Storage. 
Modern Brick Wonton, Sprinklered 80,000 Square Feet 
Siding on C. M. St. & P. Rd. Free Switching from Other 


34 YEARS OF SERVICE 
Mechanized Handling 
MUNCIE, IND. | 
OREN-SHIVELY WAREHOUSES 
SINCE 1907 
Roads. Motor Erelght jatar mag 





A.W A—N.F WA 











TRANSFER & STORAGE CO, 
— 


MODERN WAREHOUSE 
AND TRUCK TERMINAL ON TRACKAGE 
Complete Facilities For Efficient Warehousing 
and Distribution of Merchandise 
DAILY SERVICE IN EVERY DIRECTION 


: Neu Warelouse 
and Distrihution — 
Easil y accessible! 


. ROEDERER TRANSFER 


AND STORAGE CO 


Post Office Box 299 








pupinvt, OWA | COMPLETE 
DISTRIBUTION SERVICES 


222,000 Sq. ft. of floor space in buildings of brick-concrete 
steel construction. Chicago-Great Western R.R. siding with 
10 car capacity. Free switching with Federal Barge Lines. 
Low insurance rates. Complete-Motor-Freight-Facilities. 
Pool Car distribution—all kinds. Merchandise & House- 
hold Goods Storage, industrial and office space for rent. 


Write today 


DUBUQUE STORAGE & TRANSFER CO. 


3000 ELM ST. DUBUQUE, IOWA 





Member of lowa Warehouse Ass'n. 


Represented by: Associated Wareheuses, Inc. 














WICHITA 





In every respect, with our 
340,000 sq. ft. in ten one 
level warehouses, we’re the largest in the Louisville 
area. But, in addition to the best physical facilities 
and modern warehousing equipment, you’ll find our 
staff performs with unequalled speed and efficiency 
in distribution — for you! 
Teletype TWX-LS1784 or phone: MElrose 4-8301 





louisville Public Warehouse Company 


P.O. Box 2155, Louisville 1, Ky 
DISTRIBUTION SERVICE, INC 


Established 1884 e 
MEMBER — A.W.A — AMERICAN CHAIN — 


WINCHESTER, KY. f 


Winn Avenue Warehouses, Ine. 
148 Winn Ave., P. O. Box 151, Winchester, Ky. 


MERCHANDISE STORAGE 
170,000 sq. ft., Sprinklered. Automatic Fire Alarm. Unlimited 
floor lead. Private siding C.4£0. RR.—15 Car Capacity—40,000 
eq. ft. of epem yard storage. 


NEW ORLEANS, LA. | 
HAYES DRAYAGE & STORAGE, INC 


1421 So. Peters Street — New Orleans 3, La. — 
Public bonded warehousemen — drayage apn up 
c 
oe 








Telephone: Ploneer 45282 











TELEPHONE—EXpress 4471 





ead delivery) — Labeling and distributing — in- 
porters and exporters — pool car distributors — 
cotten warehousing, compressing and weighing 
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DISTRIBUTION AGE 
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NEW ORLEANS, LAy 


m 





H. G. BAUER 


1111 Barracks S#. 
New Orleans 16, La. 


Household Goods Storage 
Local & Long Distance Moving 
EXPORT CRATING & SHIPPING 


Agents 
UNITED VAN LINES INC. 
Moving With Care “Everywhere” 














PACKING — SHIPPING — MODERN EQUIPMENT 
Phone JAckson 2-1388 Teletype TWX 44 Cablegram BAUERSTOR 
NEW ORLEANS, LA j E. B. FONTAINE, JR., Pres. 
M. E. FONTAIN Set. 
R. A. CARUSO, 
COMMERCIAL TERMINAL 
WAREHOUSE, INC. 
INCORPORATED 
Established 1910 


A dependable agency for the 
storage and distribution of 
merchandise and manufactured 
products. Menter of 


OFFICE: 


1402 SOUTH PETERS ST. 
NEW ORLEANS, LOUISIANA 





New York—Chicage 











NEW ORLEANS, LA. | 28 YEARS YOUNG! 


GULF SHIPSIDE 


S84 STORAGE CORPORATION 


V—SHIPSIDE STORAGE 

V—STATE LICENSED—U. S. CUSTOMS BONDED SPACE 
V—COTTON COMPRESSION AND STORAGE 
V—LOCAL DELIVERY SERVICE 


WRITE: P. 0. BOX 1495, NEW ORLEANS 5, LA. 
PHONE: WHITEHALL 4-5511 


Represented Nationally by DISTRIBUTION SERVICE, INC. 














NEW ORLEANS, LA | New Orleans Merchandise Warehowsemen’s An's 


MALONEY TRUCKING & STORAGE, Inc. 
133 NORTH FRONT ST., NEW ORLEANS 1 


As Able servant to the PORT OF NEW ORLEANS 


Complete warehousing facilities—Distribution—Weighing— 
Forwardin: e—Cartage—Field Ware 
Space—Dispiay Rooms—Sprinkiered Risk 

UNITED STATES AND STATE BONDED 


NEW ORLEANS, LA [iA nicer, Pron J. Kraft, Sea-Trean 
STANDARD WAREHOUSE COMPANY, Inc. 


100 Poydras St. - - = New Orleans 6, La. 
MERCHANDISE STORAGE—POOL CAR DISTRIBUTION 
Kowtey to te Ene of Ou Pitan Biante © Conco- 
nient te Rail & Truck Depots @ Private Switch Trache T & 
NO-SP RR ®@ Reciprocal 
COMPLETE WAREHOUSING SERVICE 




















SHREVEPORT, LA. | 
Herrin Transfer and Warehouse Co., Inc. 


1305 MARSHALL ST., SHREVEPORT, LA., P. 0. BOX 1606 


COMPLETE DISTRIBUTION SERVICE 
<—_> Member 
\wy American Warehousemen's Asseciatien 


Southwestern Warehouse & Transfermen's Association 


BANGOR, MAINE | M. H. Sambora, Mgr. 


THE GALT BLOCK WAREHOUSE COMPANY 
242 Miller St., Bangor, Maine 
STORAGE FOR MERCHANDISE AND yee STORAGE-IN- 


TRANSIT ON CANNED GOODS, PAPER, BEA ETC. DIRECT RAIL 
CONNECTIONS WITH ‘ALL ROADS 


CRATING—PACKING—SHIPPING 


Queen yn ag ye to ty Malne 
. Allied Van Lines, lac. 




















BALTIMORE, MD. | C J. Neuner, Supt. & Treas. 
CAMDEN WAREHOUSES 





The Balti Baltimore & Ohio Railroad Co. 
A. D. T. Private Watchman, Sprinkler 


Tebacce aun aan Insurance Rates 
Censigz Via Baltimore & Ohie Railroad 














BALTIMORE, MO. |” Complete Warehousing Services 
>» Moving e Storage « Packaging 
x=), Packing * Crating * Processing 


630! Pulaski Highway 
BRoadway 67900 
Cable: DAVTRANSCO 





TRANSFER & STORAGE CO. 














NEW ORLEANS, LA. | In the Jackson Tradition 


JACKSON WAREHOUSES, INC. 


Safe-Convenient-Efficient 


A complete Shipping & Warehousing Service 
Full Insurance Coverage—7¢ Per $100 Per Yr. 


JACKSON WAREHOUSES, INC. 
2941 ROYAL STREET | NEW ORLEANS, LA. 


An Affiliate of S. Jackson & Son, Inc.—Dedicated to 
— Dependable & Trustworthy Service Since 














BALTIMORE, MD. [~  PoOL CAR DISTRIBUTION 
RO WLE Y 860 PRIVATE COVERED RAIL SIDING 
Trucking—Warehousing 
Warehou oc ver-f ervice 
“aan "aanentan 


601 S. FULTON AVE., BALTIMORE 23, MD. M.M.T.A. & ATLA. 


BALTIMORE, MD. | Western Maryland Warehouse Co. 














(Formerly Baltimore Fidelity Whse Co.) Hillen & High Sts, 
2. Ph: MU 5-1700. Owner, Western Maryland Rwy Co. VP & 
oper exec, H. C. Coleman. WHSES: MDSE—Above address. 
Sprinklered. Fire alarm—Grinnell. Ins 18\%c. Burglar—ADT. 
TSArea 95,000 sq ft. Fl Id 250-500 Ib. Cl ht 10-15 ft. Priv 
siding. MDSE WATER—Port Covington, ft of Key Highway. 
Sprinklered. Fire alarm—Grinnel!l Ins 22'4-35¢. Burglar— 


watchmen. TSArea 108,000 sq ft. Fl ld 6°5- 87 5 th. Cl ht 17-19 
ft. Ship via WM to Baltimore, Md. Unit hdlg. MDSE pool cars. 
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CHARLES RIVER STORES 


BOSTON, MASS. | 
MERCHANTS. “WAREHOUSE COMPANY 
y tose me b . Space. Located on Boston's new i, 


“gonber AWA—MWA Represented by Allied Distribution, Ine. 


BOSTON, MASS. | 


Commodity Warehouse Corp. 
30 Pittsburgh Street Boston 10, Mass. 
Merchandise Storage—Poo!l Car Distribution 
Private Siding on N.Y.N.H. & H.R.R. 
Sprinkled & Heated Space. Fully Palletized. 


BOSTON, MASS. | 


Hoosac Storage & Warehouse Company 
Lechmere Square, East Cambridge 41, Boston 
FREE AND BONDED STORAGE 
A.D.T. Automatic Fire Alarm 
Direct Track Connection B. & M. R. R. 

Lechmere Warehouse, East Cambridge, Mass. 

Hoosac Stores, Hoosec Docks, Charlestown, Mass. 

Warren Bridge Warehouse, Charlestown, Mass. 


BOSTON, MASS. j 94 Years of Dependability 1865-1959 


NATIONAL DOCK & STORAGE 
WAREHOUSE (0. 


STRATEGIC LOCATION @ EXTENSIVE FACILITIES @ SELIABLE SERVIC2 
25 Lewis St. © East Boston 28, Mass. © LO 9-0050 


BOSTON, MASS. | 


General Merchandise Storage 
Pool Car Distribution—B. & A. Siding 
One-Story Heated—Sprinklered Facilities 
Mechanized Handling—Palletized Storage 


STANDARD STORAGE COMPANY 


108 HOLTON STREET BOSTON 35, MASS. 


Unexcelled Facilities For All Storage Needs 


Wiggin Terminals gives the 
benefit of many years ex- 
Excellent labor 





Facilities—230,000 square feet. Private 
Boston & Maine Railroad. Trucks served 
private area. General Merchandise storage. U. S. 


sfne 
from 












































PHONE: STADIUM 2-8610 

















perience. 

relations. Safe, modern 
handling equipment and 
trained personnel speeds 
work along. 
WAREHOUSES 





LUMBER TERMINALS 


Write or phone for a complete illustrated brochure showing how 
WIGGIN can serve you. 


Represented by American Chain of Warehouses, Ine. & Distribution Service, Ine. 


WIGGIN TERMINALS, INC. 


50 Terminal Street, Boston 29, Massachusetts 








Telephone CHarlestown Z-0880 
P. Morten Pres. & Treas. 


LOWELL, MASS. Glenview 8-8758 


CURRAN-MORTON of Lowell, Inc. 


93 Bridge St. Lowell, Mass. 


“Hub of New England" 
Complete, reliable, and tested management of all 


Call Vv. 





, Cities 


jence 
> 


Sent 
J 





For Shippers’ C 


SPRINGFIELD, MASS. General Cold Storage 








Pioneer Valley Refrigerated Warehouse, Inc. 
P. O. Box 155 Brightwood Station 


Whse.: Stee! & concrete, automatic fire & burglar alarms—ADT. TSArea 1,000,000 
sq. ft. Fi Ld 350 Ibs. Ci Ht 8-10 ft. Elev cap 6,000 ibs. Priv siding 50-car cap ea. 
& consign shipments via B&M; sta. Brightwood; free switching. 100% palletized. 
Temp. range—!0° to 40°. Humidity control. 15-tk. dock. Specialize in frozen foods. 
Open yard stge. Br. Office facilities. Loans on stored commodities. Printed tariff. 


Member of the A. W. A. (Cold Storage Div.) 














DETROIT, MICH. | 





CENTRAL DETROIT WAREHOUSE 


Located in the heart of the wholesale and jobbing 
district, within a half-mile of all freight terminals. 
Modern buildings, lowest insurance rate in city. 


WAREHOUSE & TERMINALS CORPORATION 


Wyoming and Brandt Avenues 


Modern concrete buildings, fully sprinklered, serv- 
ing the west side of Detroit and the city of Dearborn. 
Specializing in heavy and light package merchan- 
dise and liquid coramodities in bulk. Connected 
directly with every railroad entering the city. 


Central Detroit Warehouse Co. 
Fort and Tenth Streets, Detroit 16, Mich. 














storage and distribution requirements. 











ANY WAY YOU LOOK ATIT... 
FOR EFFICIENT STORAGE AND 
DISTRIBUTION IN DETROIT, TOLEDO 

AND FORT WAYNE, IT’S... 


EDGAR'S WAREHOUSES 


1925 HOWARD ST. + DETROIT 16 + TA 5-0008 










DETROIT, MICH. 












DETROIT, MICH. | 
Fleetwinmg TERMINAL CORPORATION 


2550 E. GRAND BLVD. © GENERAL OFFICES 


DISTRIBUTION SPECIALISTS 
Serving all Wholesalers, Distributors & industry 
LET US SOLVE YOUR STORAGE PROBLEM 


Call tr-4-0100 petroit Now! 


DETROIT, MICH. | Telephone: TRinity 3-6000 
JOHN F. IVORY STORAGE COMPANY, INC. 


8035 Woodward Ave. Detroit 2, Mich. 
Complete Facilities 
Leeal and Long Distense Moving . Packing— 
Demestic Export Storage ¢ Import Bane la & 
Distribution e v ms Bonded 
Member: ATA—Mieh MAWA—Mich —w—, 
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DETROIT, MICH. [~ ®, 





: ow : ~ > Me . 
In Detroit It's JEFFERSON For Complete 








Warehousing and Distribution 


5 

Detroit's ONLY Waterfront Terminal | Private Siding, Reciprocal Switching, 

Offers You EVERY Facility... Local Delivery via Our Own Trucks 

Aad ies a Reshipment to any Point 

A rter-mile-long marine dock . . . 44 delivery ope ° 
ceils ath - «.< ann en... deel Pool Car Distribution 
= with ——— _ ar and - & O. 

ilroads . . . reciprocal switch to all other lines . . - 200,000 sq ft of floor space. Modern bullding, com- 
of ee le Pranic o_o Be ge Sa gpm pletely sprinkiered and fully protected by A.D.T. 
pr nent apa pen: . 9 Excellent location. Mechanized for fast handling. 


storage, 2,500,000 cubic feet cold storage . . . completely 
sprinklered . . . fully ee for inside and outside 
loading . . . inside track 25 car capacity . . . tenant 


nial JEFFERSON siti 


ACGEEIEMMCARITEIANII HMM | 1900 E. Jetterson Ave. Lo 74706 Detroit 7, Mich. 


MEMBER OF DISTRIBUTION SERVICE, INC.—AWA 


4461 West Jefferson TA 5-3200 Detroit 9, Michigan 
DETROIT, MICH. { 


STO GE LAKESHORE WAREHOUSE, INC. 
CARTAGE Merchandise Storage — Pool Car Distribution 


Centrally located for all wholesale groceries 


AR Grand Trunk R.R. 6 Car Sidi 
POC. c 700 East hen tae 26, Michigan 
DISTRIBUTION 


Every modern warehousing facility is avail- 
able. Desirable office space. Car icing. 
Financing. Dry and refrigerated storage. 
In-transit privileges. Minimum insurance. 
Blast quick freezing rooms. Modern pallet- 


a ee eae ee seh, compcete WAREHOUSING FaciuiTies 
8 STORY BUILDING [nited States 


: OCRNOrte 


Prompt reply to all inquiries. 
































The Best is U. S. in 
Greater Detroit 


















§00,000 SQ. FT 

FLOOR SPACE ; 

38 TRUCK SPOTS @aneciae 

19 RAILWAY 1448 WABASH AVE. DETROIT 
a > WOODWARD 2.4730 





7 
7 FREIGHT ELEVATORS : 


” An Associated 
| SAGINAW, MICH. [———siwee oa 


GRAND TRUNK WAREHOUSE | OUTSTANDING 
@, WAREHOUSE 





Warehouse 
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COLD STORAGE COMPANY 4 SERVIC 
W. J. LAMPING, Exec. V. P. & Gen. Mgr. 
= s —_ AVE., DETROIT 11, MICHIGAN ConTRa + WARE ya eae 
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MINNEAPOLIS, MINN. | 


OUTSTANDING 
WAREHOUSE 


SERVICE ie) 


MINNEAPOLIS TERMINAL WAREHOUSE CO, 
618 North Washington Ave., Minneapolis |, Minn. 








For Shippers’ Convenience, States, Cities 


KANSAS CITY, MO. | 














MINNEAPOLIS, MINN. | Established 1888 
SECURITY WAREHOUSE COMPANY 


GENERAL OFFICE: 334 NORTH FIRST ST. 
MINNEAPOLIS 1, MINNESOTA 
PHONE FEDERAL 3-1281 
Merchandise Storage 
Poot Car Distribution, Local Trucking 
Industrial Trackage Space 








& VALUABLE FREIGHT HANDLING, DISTRIBUTION 
& WAREHOUSING SERVICES! 


1. General transfer. 5. Pool car distribetios. 
2. Lecal pick-ups and deliveries. 6. Freight forwardiag and dis- 
3. Heavy hauling. . tribution. 
- ie . dena 8. New furniture warehousing. 
61 Years’ Experience—Established 1898 
ADAMS TRANSFER & 


STORAGE CO. 


228-236 W. 4th St. 
“Surrounded by the Wholesale District’ 
All Phones: Victor 2-0225 Kansas City, Mo. 














ST. PAUL, MINN. | 


A COMPLETE WAREHOUSING SERVICE 
Merchandise Storage—Cold Storage 


Pool Car Distribution—Industrial Facilities 


Situated in the Midway, the center of the Twin City Metropolitan 

area, the logical warehouse from which the Twin Cities and the 

Goons Northwest can be served from one stock, with utmost speed 
economy. 


CENTRAL WAREHOUSE company 
739 Pillsbury Avenue St. Paul 4, Minnesota 


Phone: NEster 2831 
Represented by DISTRIBUTION SERVICE, INC. 
30 St. 605 


251 E. -g B St. Chorch 
CHICAGO WEW YORK CITY 7 

Prowe: +e ‘700 Phone: 

REcter 2-1580 





Hea: AMERICAN WAREHOUS 





EMENS ASSOCIATION 4 





KANSAS CITY, MO. | 





WAREHOUSING 


BONDED @ LOW INSURANCE 
POOL CAR DISTRIBUTION @ RAILROAD SIDINGS 


Victor 2-3876 





417 GRAND 








ST. PAUL, MINN. | 


MIDWAY TERMINAL WAREHOUSE CO, 
2296 University Avenue, St. Paul 14, Mian. 





OUTSTANDING 
WAREHOUSE 
SERVICE 


©. 


ST.PAUL TERMINAL WAREHOUSE CO. 
428 E. Sth St., St. Paul 1, Minn. 





KANSAS CITY, MO. | 











JOPLIN, MO. | 
Sunflower Transfer & Storage Co. 
1027-41 Virginia Ave. Joplin, Mo. 


Distribution and storage of merchandise. 

Fireproof Warehouses—Motor van ser- 

Lava) vice. On railroad siding—Lowest Insur- 
. ance rates. 

© PACKING—STO RAGE—SHIPPING 


AGENT FOR MATIONAL VAN LINES 











KANSAS CITY, MO. 


TRY— 


EVANS WAREHOUSE SERVICE mss 


1325-1327 St. Lous Aveave ° 


Phone B -Itimore 4135 
GENERAL MERCHANDISE WAREHOUSING 
POOL CAR DISTRIBUTION 


We operaia our own fleet of motor trucks. Loading docks: R. R 
siding Missouri Pacific. Inquiries answered promptly. 


MERCHANDISE WAREHOUSING 
and DISTRIBUTING 
BRANCH HOUSE FOR FACTORIES 

POOL CAR DISTRIBUTION 





79th YEAR “The Symbol of Service” 


CENTRAL STORAGE COMPANY has been serving dis- 
tributors of merchandise (since 1880) longer than any 
other public merchandise warehouse in Missouri. There 


is no real substitute for experience. Our methods are 


standing the test of time and practical usage. New methods 
and equipment are being employed and still newer ones 
will be adopted as their use becomes practical in better 
serving our customers. 


Tel.: VICTOR 2-3268 


CENTRAL STORAGE 
COMPANY 


1422 ST. LOUIS AVENUE (West 10th St.) 
a KANSAS CITY 1, MISSOURI 


Represented by DISTRIBUTION SERVICE, INC. 
New York-—Chicago—San Francisco 

















DISTRIBUTION AGE 
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KANSAS CITY 


3 Choicely Located Warehouses 


give you finest Warehousing, Distributing 
facilities in the booming Kansas City area 





Security Bide. 
1405 St. Louis Ave. 





1209 Union Ave. 


1104 Unicn Ave 


3 warehouses offering these A-plus advantages: 


Modern Facilities Cooler Rooms 
Responsible Management Storage in Transit 
Spacious Switch Tracks Office Space 
Ample Truck Loading Doors Display Rooms 
Fleet of Motor Trucks Financing 


OFFERING COMPLETE BRANCH HOUSE FACILITIES: 
Receiving/Storing/Weighing/Marking/Reconditioning/Car Distribution/ 
Freight Prepayment/Shipping/C.O.D./Sight Drafts/Inventories 


Crooks Terminal Warehouses, Inc. 


1104 UNION AVE., KANSAS CITY 1 


Calicoge 7—433 W. Harrison St. New York 17—51 E. 42ad H. 
Associated with Overland Terminal Warehouse Co. 
1807 E. Olympic Bivd., Los Angeles 2! 








KANSAS CITY, MO. | Teletype: KC-248 Telephone: Victor 2-0707 
MERCHANDISE WAREHOUSING 


We own 400,000 sq. ft. of space 
Sprinklered Building 
Central Alarm System 
Pool Car Distribution 
Branch Office Facilities 


OWN AND OPERATE OUR OWN CARTAGE COMPANY 
JACOBS WAREHOUSE (CO., INC. 


139038 W. +a Kansas City 1, Mo. 














Kansas City, Mo. 


KANSAS CITY TERMINAL WAREHOUSE CO. 
STORAGE AND DISTRIBUTION 


500,000 SQUARE FEET... 
AMPLE COVERED TRUCK DOCKS 


ST. LOUIS AVE. & MULBERRY ST. 


o {ES 
manila ena b 
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KANSAS CITY, MO. | 
For Good Warehousing in Kansas City 


Call G-K Warehouses, Inc. 


Complete Bonded Service with Extensive Facilities 
Kansas Ave. and Railroad St., Kansas City 5, Kansas 
Represented by Affiliated Warchouse Companies 























KANSAS CITY, MO. 


COMPLETE WAREHOUSE FACILITIES 


for the proper Storage 
and Distribution of your 
Merchandise in the Kansas City trade area. 


POOL CAR DISTRIBUTION 
4 We invite your Inquiries 


ALLIED DISTRIBUTION, INC. 









CHICAGO 8 NEW YORK 18 
20 E. Jackson Blvd Zhe Zi 4 11 WEST 42nd ST. 
WA 2-3567 Penn. 6-0967 






MIDWEST TERMINAL WAREHOUSE CO. 


2020-30 Walnut Street, Kansas City 8, Mo. 





Owned and Operated by the ST. LOUIS TERMINAL WAREHOUSE CO., ST. LOUIS, MO. 


ST. LOUIS, MO. | CHESTNUT 1-8394 














KEYSTONE WAREHOUSING CO. 
1025 SPRUCE ST. 
MERCHANDISE STORAGE 


/AREHOUSE COMPANIES 
105 W. Modisen St., 36 W. 44th Street 
Chicago 2 $e New York 36 
$T 2-5180 MU 2-8927 


ALL FACILITIES FOR 
COMPLETE SERVICE 











IN THE HEART OF THE 
STRATEGIC, BOOMING MIDWEST 


— «Long-time employees + Long-time accounts 
\ + Long-time know-how 
>», « It all adds up to... 
. Business Making Service 


$.N. LONG WAREHOUSE 


ST LOUIS... 7.4% 


1ettorer. i ty the b 

















ST. LOUIS, MO. | CEntral 1-9535 


Madison Street Terminal Warehouse Corp. 
2000-2028 North Main Street 


* Complete Warehouse Service © 600,000 Legal Liability 
* Single and Multiple Floor * Member—A.W.A 
Facilities * F. M. Insured * Burglar & Sprinkler protection 


“Compare Service—Cost and Facilities” 





For Shippers’ C nee, 5 , Cities 


SPRINGFIELD, MO. | Agent: ALLIED VAN LINES, Inc. 
GENERAL WAREHOUSE CORP. 


601 N. National Ave., Springfield, Mo. Phone: University 4-1855—TWX—SO-8585 
MERCHANDISE AND HOUSEHOLD GOODS STORAGE 











POOL CAR DISTRIBUTION 
We specialise in Transit Storage 
Member AWA, NFWA, MOWA, ACW 
hicago Office New York 





Cc 
53 W. Jackson (4) HArrison 7-3688 





Office 
250 Park ave. (17) YUkon 6-7722 














ST. LOUIS, MO. | 





Merchandise Storage and Distribution. 





RUIGER STREET “ioureect 


Rall and River Lines 
WAREHOUSE, INC. Offices: Member 
MAIN & RUTGER STS., ST. LOUIS 4 


New York 
MU Hill 9- 
A.D.T. Burglar & Sprinkler Alarm — sig 
200,000 Sq. of Space Chicago 
BONDED 


RAndoiph 64457 

















ST. LOUIS, MO. 


ST Lous 
RMN EL WAREROUSE 
ane 


miD WEST 
RMINAL WAREHOUSE CO 


“Serving industry for 
more than 30 years” 





OVER 1,000,000 Sa. Ft. 
of WAREHOUSE Space 


Located right in the midst of business 


Plus FAST 
and EFFICIENT DISTRIBUTION 
in the ST. LOUIS AREA 


Call Us Collect for Rates and Information 
Complete Gacililies 


Pool car distribution 

Reforwarding storage in transit 

A.D.T. Alarms and sprinkler systems 

Traffic and legal depts. Bonded employees 


ST. LOUIS TERMINAL 
WAREHOUSE CO. 


aS General Offices « 826 Clark Ave 
CECE, 









« St. Louis 2, Mo. « MAin 1-4927 





CHICAGO OFFICE 
53 West Jackson pean (4) 
HArrison 7-368 


NEW YORK OFFICE 
250 Park Avenue (17) 
YUkoa 6-772 








Monte AMERICAN WAREHOUSEMEN 'S ASSOCIATION 


ST.LOUIS, MO. | 
TYLER WAREHOUSE & COLD STORAGE CO. 


Div. Madison Street Terminal Warehouse Corp. 
200-215 Dickson Street Established 1912 
Equipped with Patented Automatic temperature and 
humidity controls. Complete Warehousing Services. 
Member of AWA 














ST. LOUIS, M0.| PROSPECT 2-2675 & PROSPECT: 6-3850 
WAREHOUSING CORPORATION 


of Missouri, Inc. 
3937 PARK AVE. * ST. LOUIS 10, MO. 
General Merchandise 
Complete Warehouse Service, 200,000 square feet space. Pool Car Distributing 
and ae Service. A D T Burglar and Sprinkler Alarms. Bonded. Served 
by Missouri Pacific & Frisco RR. Available fleet of Modern Trucks, ample 
car loading sidings. Large Covered Truck Dock. 











LINCOLN, NEBR. [ 





IN NEBRASKA—CENTER OF 


THE GREAT WESTERN HEARTLAND 
LINCOLN and GRAND ISLAND 
MAY BE YOUR BEST DISTRIBUTOR POINTS 


WHY NOT CHECK? 


WRITE, WIRE OR CALL 
TODAY 


MERCHANDISE STORAGE 


POOL CAR DISTRIBUTION 
EXCELLENT "IN TRANSIT" 


POINT 
FLEET OF 40 TRUCKS 


ALSO 
HHG MOVING 
RIGGING & HEAVY 
HAULING 


SULLIVANS 


2 1989 





ago ama AWA... MayWA 
ALLIED DISTRIBUTION 











OMAHA, NEBR. | FORD 


STORAGE & MOVING COMPANY 
1024 Dodge Street —— 2, Nebraska 
Omaha's mest modern, sontraily lecated warshouse. reproof ia ey 
insurance, Sidings on 1.C. R.R. a R.R. U. 8. Customs 
Bead. General Merchand Household @ 
modern facilitice is Counel! Bivffs, lowa. Our own fleet of trucks 
Member of N. F. W.A. and A. W. 
 Regmeemen nd ty 








San OOS ESSE 
OMAHA, NEBR. [ 





GORDON 
STORAGE WAREHOUSES, INC. 


“Satisfactory Service Since 1887” 
Agt. Allied Van Lines, Inc. 


Modern sprinklered whse. on trackage 
Mdse. Stge. & complete Dist. service 


Member ef A.W.A. & N.F.W.A. 
1201 Jones St. 


OMAHA, NEBR. | William A. Watts, V. P. & Gen. Mgr. 


OMAHA CENTRAL WAREHOUSE CO. 
601 So. 15th St., Omaha, Nebr., JAckson 4269 


Merchanlise storage, pool car distribution, local deliv service, 
Central location, Experienced personnel, Ample truck d & two 
R. R. Sidings 160,000 sq ft. heated warehouse spa pace, eaag ft. of 
office & dis play pana ‘ADT sprinkler & burglary system throughout, 
Low ins. rates. 


JA: 3032 
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MANCHESTER, N. H. | Now Semastine’s, torent ae 
McLANE & TAYLOR CORP. 


Serving a fast-growing, year ‘round marketing area. 
General Merchandise — STORAGE — Household Goods 
Freezer and Cooler Space. 

Pool Car Distribution—Storage in Transit. 











RSEVCITY. NT LEO COOKE WAREHOUSE CORP. 


140 BAY STREET, JERSEY CITY 2, N. J. 
Toteehenes New York—W Hitehall 3-5090 New ines Ldfield 3-5000 TWX; JC-112 
J. Leo Cooke, Presi cee Frank E. Kearney, Vice- President, Sales 


' pe 
saaaliehed 1949. gg ey be a 


cacsnsrians 500,000 ft. mdse. storage 5 . ts inf. conerete 
buildings. al lead 250 0 ‘ibs. and up. Private siding. Penn RR sd. 2nd & Henderson 
~ B... and Sts. Unit building floor load A euen 


e Whse. {2th P 
siding trie RR to (2th and Coles Sts. ye 
SERVICE FEATURES: Local and -the-road pool car distribu- 


9. Mdse. 
power equipment. 














ATLANTIC MOVING & STORAGE CO. 


Atlantic City, N. J. Linwood, N. 4. 
HOUSEHOLD & COMMERCIAL STORAGE 
POOL CAR DISTRIBUTION 
PRIVATE PENNSYLVANIA RAILROAD SIDING 
LOCAL & LONG DISTANCE MOVING 
Agent: Aero Mayflower Transit Co. 








Private Siding—Boston & Maine Railroad. e-in-transit, branch office space, specialized services, 
Offices: 4521 East Rep.: North Pier Terminal Co., Chi Encinal Terminal, Alameda, Calif. 
+ Wittew St. Teh & Exar Rem: Amer. Whsemen’s Assn. “Canadian Whsemen's. ‘Aun. 
ATLANTIC CITY, N. 1 | Phone: 4-0300 JERSEY CITY, N. l. | Oldfield 3-3360 REctor 2-2345 Titp.: JCY 1068 





LACKAWANNA WAREHOUSE CO., INC. 


629 Grove St.. Jersey City 2, N. J. 
Facilities:—1,182,000 sq ft. Multiple story building, reinf. concrete and steel. 


Frot. aot Burglary and Holdup protection. Ins.—0.7¢ per $100. 
mae a = RR. Cap. 52 cars. Storage-in-Transit. Cartage: 


—Truck connections . all areas. 54 tk cap. Sheltered dock. Class of Business:— 
G.M. Pool Car Dist. U. S. Customs Bonded. Facilities for hazardous commodities. 


Modern Materials Handling Equipment. Member:—AWA, NJMWA, WA ef PNY, 
NJIMTA. 














BAYONNE, N. J. | 
LEHIGH TANK TERMINAL 


Ingham Ave. & 2nd St., Bayonne, N. J. 
Emlock 6-5000 
Facilities: — 4,000,000 oa tank storage capacity. Warehouse and 
drumming facilities. 
Track Connection: — Serviced by Jersey Central Railroad private 
siding. Up to 16 tank cars — 8 cars loaded simultaneously. Tank 
truck loading facilities. Private truck scale. 








JERSEY CITY, Wb. | 


Phone: HEnderson 2-8203 





WHEELING “Sitritetion™ 


Percy rege: 
Fast and efficient servi 7 


a, + tL tent in van uy A Shorage je in rani 





"Wheeling Wenmietiiien: “gy RS 
Foot of Linden Ave. Jersey City, N.J. 








CAMDEN, N. J. [camden phone: EM 56200 Phila, phone: MA 7-2793 


EAVENSON & LEVERING 
DIVISION OF MACK WAREHOUSE CORPORATION 


3rd & Jackson Streets Camden, New Jersey 
WAREHOUSING DISTRIBUTION 


* 400,000 Sq Ft of ideal storage space 

* Storage-in-transit * Pool car distribution 
* Export Packaging 

* PRSL Siding with 15 car capacity 

* Ample truck docks 

* Experienced, well-equipped personnel 


Other facilities in Philadelphia with 
an area of 740,000 square feet 














NEWARK, N. J. | “TOPS IN NEW JERSEY™ 


Federal Storage Warehouses 
155 Washington Street Newark 2, New Jersey 
Mitchell 3-2222 
FAs TIES —7e0.4ee square feet, reinforced a am ane concrete bidgs. Fully 





sprinklered , heated, ADT supervised, P R.R. siding, low insur- 
ance rates. Centrally located in Newark, N. J. 

SERVICE” FEATUSES—See eral merchandising stored, distributed. Office and 

Someete Pool car distribution, large ametare, ane and shipping. 


space. 
laside platforms. Modern materials handling ry tr 
MEMBEROA TAY N.J. Motor Truck Assoc. ; 


NEWARK, N. 1 | Bigelow 3-7200 
LEHIGH WAREHOUSE & TRANSPORTATION CO., NEWARK 


98-108 Frelinghuysen Ave., Newark, N. J. 


Faeilities:—228,000 sq ft. Multiple story building, reinf conerete and steel. Frot, 
ered. ADT Burglary and Holdup protestion. ins. S¢ per $100. Track Cen- 








REctor 2-3938 Tite: NK 1078 





—6.M. H gh Transporta- 
tion Co. serving NY and NJ tebopotivan Area. Modern Materials Handling Equip- 
ment. Member:—AWA, NJMWA, WA of PNY, NJMTA. 








Smooth Terminal Operation plus 


@ Strategic location 
@ Completely modern marine terminal 
@ Deep-water dockage—plenty of elbow room 
@ Wide wharf aprons, truck and rail platforms 
© Direct connections with all trunk line railroads enter- 
ing the orea 


Send today for new folder showing our facilities. 


CAMDEN MARINE TERMINALS 
CAMDEN, N.J.—WOODLAWN 4-5028 


Operated by South Jersey Port Commission 
J. L. Candlish, Gen. Mar. 











ELIZABETH, N. J. | 


Phone: Elizabeth 4-5050 
Warehousing and 


WHEELING “Sistricction 


Fast and efficient service with own fleet of Modern Tracks 
100% Palletized Operation—N.D.T. Burglar Alarm 


Wheeling Transportation, Inc. 
421 Hetfield Ave. (on Route |) Elizabeth, N.J. 














PORT NEWARK, N. 1. | Mitchell 2-4757 
LEHIGH TERMINAL & WAREHOUSE CORP. 


Building 107, Marsh St., Port Newark, N. J. 


Facilities :—412,000 sq ft. Steel frame building, sprinklered. Watchman and NYPA 
Police Supervised. Track Connections:—PRR, CRR of NJ & LVRR. Storage-in- 
Transit. Cartage:—Lehigh Transportation Co. serving entire NY & NJ Metropolitan 
Area. Class of Business:—G.M. Import and Expert. Deep Water Berth. 
Lighterage. Stevedoring. Rental of Materials Handling Equipment. 
Terminal :—i0 Acres Open Area. 


PORT NEWARK, W. J. [ 


WHitehall 3-7393 





Free 
Lumber 











Phone: Mitchell 3-7049 





Warehousing and 


WHEELING “‘isricution 


ind efficient service with own fleet of Modern Trucks 

"Becar siding on PRR. LY. et ig Transit 
100% Palletized Operation—N.D .T. Burglar Alarm. 
Wheeling Transportation, Inc. 

Port Street Port Newark, N.J. 








TRENTON, N. jl. | ESTABLISHED 1919 


ANCHOR WAREHOUSE COMPANY 


P. O. BOX 793, TRENTON, N. J. JUniper 7-8600 
TWX: Mercerville, N. J., 8580 


Distribution & Warehousing 
Covering New York & Delaware Valley Areas 
Represented by: Affiliated Warehouse Companies, Chicago & New York 
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TRENTON, N. J. | in heart of Delaware Valley, USA. 
DELAWARE VALLEY WAREHOUSE CO. 


EAST STATE ST. & ROBERTS AVE., TRENTON, N. J. 


230,000 sq. ft. of modern single-level industrial storage 
space. A.D.T. sprinkler & burglar protection. Fully 
mechanized and palletized. On P.R.R. main line, N.Y. 
to Phila. 3 sidings (25 cars); 20 truck placements. 
Handy to N.J. & Pa. Turnpikes, other major high- 
ways. Tel. Juniper 7-5265. 











For Shippers’ Convenience, States, Cities 





BUFFALO, N.Y. | 


LEDERER 
TERMINALS 


. HAVE SOMETHING IN STORE for you .. . 
NIAGARA FRONTIER FOOD TERMINAL, BUFFALO 




















BROOKLYN, N. Y. | 
DOCK WAREHOUSING AND BOTTLING CENTER, INC. 


Pier 41, Foot of Van Byte St., Brooklyn, N. Y. 
MAin 4-7200 
V. L. Kivlien, Manager 
Facilities:—1!50,000 sq. ft. Multiple story building, sprinklered. Light- 
erage facilities. 
Class of Business:—Export and import merchandise. 
Licensed Coffee and Sugar Exchange. Modern materials handling 
equipment. 


BROOKLYN, N.Y. | cenrraucy Locareo 
EMPIRE STATE WAREHOUSES COMPANY 


390-98 NOSTRAND AVENUE © BROOKLYN 16, N. Y. 
FIREPROOF WAREHOUSES 


SIORASE OF GENERAL a ey 
10 GIANT FLOO 200,000 OF SPACE 
MODERN LOADING AND UNLOADING FACILITIES 
RIVATE VAULTS FOR L 
COOLER AND TEMPERATURE CONTROL SPACE AVAILABLE 











Member of A.W.A. 





















FOR PEACE OF MIND WHEN 
MOVING OR STORING 


AMERICAN’S 


3 WAREHOUSES 
BUFFALO, N. Y. 


BUFFALO,N.Y. 








OVER 
5O YEARS 


BUFFALO, N.Y. | 








Telephone: Victoria 241! 


BUFFALO MERCHANDISE 
WAREHOUSES, INC. 


STORAGE AND DISTRIBUTION 
NYC Siding. Reciprocal switching 


Members: American Chain of Warehouses, Ine. 
New York and Chicago 
rican Warehousemen’s Assn., Chicago 


General Offices: 26) ‘GREAT ARROW AVE., Buffalo 7 


BUFFALO, N.Y. Gateway to 
KEYSTONE WAREHOUSE CO. 


541 SENECA STREET, BUFFALO 4, N. Y. 


For economical warehousing and shipping. Modern 
building and equipment. Storage-in-transit privileges; 
low insurance rates. Direct track-connection with 
Penna. R. R, and N. Y. Central and switching 
arrangements with all lines into Buffalo. Capacity 
20 cars daily. Phone: MOhawk 8559. 














National Distribution 











BUFFALO, N. Y. 


WwW | [BS Ginza rehouse /nco _— orem 


General Offices: 290 Larkin St., Buffalo 10 
MERCHANDISE STORAGE 


Storage in Transit and Pool Car Distribution 








DEER PARK, L. I, W. Y. | 


90.000 Sa. Ft — Sprintierec 





Daily Distribution in 
Metropolitan N. Y.. 
8 Counties in N. J.. 
and all 
Leng Island. 


PINTER WAREHOUSE, Inc. 


Carff’s Path, Deer Park, L.1.,N.Y.—DEer Park 2-4121 © 
Direct Wire From N. Y. C. HOllis 4-9798 X 














TIDEWATER-CLEVELAND STORAGE CORP. 


118-198 STEGELSK! AVENUE, DUNKIRK, N. Y. 
On NYC main line between Buffalo and Cleveland. 
One-story, high-ceiling, sprinklered brick and steel 
building. Covered NYC siding; 20 car capacity. Re 
ciprocal switching with PRR, Nickel Plate, and Erie. 
Storage-in-transit privileges on a large variety of 
products. Phone: Dunkirk 7740. 


HORSEHEADS, N.Y. | 
LEHIGH-HORSEHEADS WAREHOUSE CORP. 


Horseheads Industrial Center, Horseheads, N. Y. 
Elmira 9-3856 
T. R. Clark, Manager 
Facilities :—1,600,000 sq. ft. Modern one-story buildings, cinder block eon- 


jon, sprinklered. 
Track Connections :—Servie by 4 railroads—Lehigh Valley, DL&W, Erle, 
und. Ample rail 














Pennsylvania. ideal transit re for Eastbound and Westbo 
sidings and truek docks. industrial and warehouse rental available. 








DEPENDABLE SERVICE SINCE 1901 


BUFFALO, N. Y.| 


Knowlton Warehouse, Inc. 
32 Mississippi Street, Buffalo 3, N. Y. 


MERCHANDISE STORAGE AND DISTRIBUTION 
MODERN BUILDINGS — PRIVATE SIDING 











FOR FRIENDLY SERVICE CALL... 





WAREHOUSE COMPANIES 


36 West 44th St., NEW YORK 36 
Mu 2-8927 + Robert J. Lamneck 














16 large cnn docks = 
ample parking space 
fireproof, reinforced con- 
crete construction 
Seeerseeeeeeeoeeeeeoeese 
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aUagwaerS modern warehouses: 
300,000 sq. ft. — heated . 
and paar tw ° 
12 ame Erie RR reciprocal ° 
switc : 


AUB’S sons 


6 NY 


GEO. 
1051 Clinton St Buffalo 
MAdison 3703 












John Terreforte 


Eastern 
Manager 





DISTRIBUTION AGE 




















STNG So raha ere sia at 


and Firms are Arranged Alphabetically 






Phone 
GEORGE ORLOWSKI 
MUrray Hill 9-7644—5 FOR 
W STORAGE-COAST TO COAST-SERVICE 
MERCHANDISE WAREHOUSES IN 75 CITIES 


Ine. 


AT NEW YORK, N. Y. 





| ASSOCIATED UIA RENGUSES, 


5% VAND ERB BILT A S@ JE\ WV 40) 33.4 





NEW YORK, N.Y. Cable Address: BOWLINGVAN 
BOWLING GREEN 


STORAGE , Ane van © COMPANY 








House to house moving round the World 
of Household Effects and Art Objects in 
Steel and Wood Lift Vans. Safety for 
Foreign Shipments. 




















200,000 SQUARE FEET 
INC. 


SYRACUSE, N. Y. 
GREAT NORTHERN WAREHOUSES, 
Every Modern Warehousing Service 

for 
itcladilelilelkicmelale Mall ktcilel lem ezelere cs 


Ss 


Member: American Chain Of Wareh 











SYRACUSE, N.Y. | 
DISTRIBUTION K j N G 
MOTOR FREIGHT LINES svenaee WARENOUES IN. 
PRIVATE ae SIDINGS TENCE 1897 


BLVD. AT SO. WEST ST., SYRACUSE 1 
COMPLETE. MERCHANDISE oe ee HOUSEHOLD GOODS STORAGE 





Represented by Member 
DISTRIBUTION SERVICE, IMC. AW AAW AALS. 








NEW YORK, N. Y.] MANUFACTURERS! WHOLESALERS! 








ape 6 











WAtkins 4-0990 TRAFFIC MANAGERS! 











_ Let CHELSEA Be Your NEW YORK STOCKROOM 


© CHELSEA WAREHOUSES 


NEW YORK, 


WESTCHESTER, 
LONG ISLAND and NEW JERSEY 





WAREHOUSING - DISTRIBUTING - PACKING 
SHIPPING - TRUCKING - toca! agent ALLIED VAN LINES 


MAIN OFFICE 426-438 WEST 26th ST., NEW YORK 





SYRACUSE,N.Y. | DAUL-JEFFREY CO. 


112 Baker Street Tel. Howerd 3-3311 
“Service Is Our Most Important Prodect” 








One Floor Operation 

Concrete ond Stee! 6 Truck Dock Lowest Insurance Rates 
Construction aces — 
648,000 Co. Fr. vat Cn eee Store Deer Delivery 

5 Car Private Sprinklered & Armoor ye 

M. Y Central Siding Burglar System Modern Office Spoce 
WHITE PLAINS, W. Y.[ 





J. H. EVANS & SONS, INC. 
Office & Warehouse: 107-121 Brookfield St. 


Household Goods Moving, Storage, Packing, 
Shipping. Prompt service for any point in 
Westchester County. 

Member N.Y.F.W.A.—N.F.W.A. 














NEW YORK, N.Y. | THE SEVEN 


SANTINI BROS. : 


MOVING + STORAGE - EXPORT PACKING 


To and From Everywhere 


wy 447 WEST 49TH ST. © NEW YORK 19, N. Y. 
COlumbus 5-4600 











CHARLOTTE, N.C. | Established 1908 


AMERICAN 
STORAGE & WAREHOUSE CO., INC. 
CHARLOTTE 1, N. C. 


Office and Warehouse, 926 Tuckaseegee Road 
MERCHANDISE STORAGE ONLY. POOL CAR DISTRIBUTED 
MOTOR TRUCK SERVICE LOCAL AND DISTANCE 
PRIVATE RAILROAD SIDING, SPRINKLERED 











NEW YORK, WN. Y.| CAnal 6.7907 
IN NEW YORK ITS WEST SIDE WAREHOUSES, INC. 


A modern warehouse and distribution service. Geared to serve you and 
ur customers efficiently. —— orders promptly shipped. Fast 
ocal and out-of-town service ‘om Maine to Florida. 
GENERAL AND COLD STORAGE—EXPORT SHIPPING 
Three buildings Centrally Located 


416/424 WASHINGTON ST., NEW YORK 13 








CHARLOTTE, N. C. | 


DIXIE CARTAGE & WAREHOUSING CO. 
2322 No. Tryon St., Charlotte 1, No. Car. 


MERCHANDISE STORAGE 
Concrete & steel building, 20,000 sq. ft. 
Sprinklered, automatic fire alarm. Unlimited 
floor load. Private siding Southern Railway. 
Distribation of py pool Cars. 


Telephone: EDison 3-9671 











RICHMOND HILL, LL, NY. | retcpnone Ropabite 9-1400 


Kew Gardens Storage Warehouse, Inc. 


MOVERS — PACKERS — SHIPPERS 
; Fireproof Storage Warehouse 

Wi |) Certified Cold Fur Storage 
WJ 9330 Van Wyck Blvd. at Atlantic Ave. 
Richmond Hill 19, N. Y. 

















ROCHESTER, N.Y. | 
George M. Clancy Carting Co., Inc. 


Storage Warehouse 
Main St., East ot Circle St., Rochester 7 
General Merchandising Storage—Distribution 
Pool Car Distributed—Reshipped 
U. S. Custom Bonded—Storage—Drayage 
Household Goods Moved—Stored—Shipped 











Direct R.R. Siding N. Y. Central in the Center of Rechester 





RALEIGH, WN. C. | Ph: TE-4-0787 Est. 1919 
CAROLINA STORAGE & DISTRIBUTING COMPANY 


MERCHANDISE STORAGE—POOL CAR DISTRIBUTION 
TRUCKING SERVICE—Local and Long Distance 
Represented by American Chain of Warehouses 














YORK, N. Y CHICAGO, ILL. 
a4 PARK AVE. 53 W. JACKSON BLYD. 
YUkon 6-7722 HArrison 7-3688 
Member: AWAm—ATA—NCMA—LCNC—SE WAS MA—SeMC 








SPRINKLERED + ph INSURANCE RATES + — SIDING 
2,000,000 CU. FT. SPAC 


RALEIGH "BONDED WAREHOUSE, INC. 
Downtown Boulevard Raleigh, N c 

















JULY 1959 


93 











FARGO, WN. D. | 


Union Storage & Transfer Company 
ARGO, N. DAK. 

General Storage—Cold Storege—Housoheld Goods 
Established | 








Three warehouse units, total area hp ft.; of this 36,500 . ft. 
devoted to cold storage. Two “buligings coriakler’ equipped. Lew insur- 
stocks, pool car distribution. a os warehouse 


ees. Fargo serves Nerth Dakota and 


servi orthwestera M 
Offices 806-10 North Pacific Ave. AWA-NFWA- MNWWACAGY ACW-AVL 











For Shippers’ Convenience, States, Cities 
CLEVELAND, OHIO | 


ccna Coenen 
WATER, RAIL and TERMINALS 
Cleveland’s Only Lakefront Public Warehouse with Direct 

Connecting R. R. Offices: FOOT OF E. 9th ST. ei, 


facilities. 
A.D.T. Protection Cleveland 14 











COTTER MERCHANDISE 
STORAGE COMPANY 


133 East Center Street P.O. Box 808 
Akron 9, Ohio Phone Franklin 6-3136 
¢ Warehouse facilities: Six buildings allew space fer all 
types of storage. Qur ewn tracks give prompt delivery. 
An experienced staff backed by 77 years experience. 


a Represented by <I 
CHICAGO « = 





NEW YORK 36 
#145 MICHIGAN AVE ALLIED DISTRIBUTION INC 11 WEST 42ND ST 
PEs 


WA bork 2.9567 * 6-0967 








CANTON, OHIO | 


MEMBER 


Merchandise, Household Goods 


CANTON STORAGE, Inc. 


FOURTH AND CHERRY, 
Canton 2 

Pool cars distributed. Private sidings. 
Free switching on all roads. Separate 
fire-proof warehouses for household 
goods. 

Member: A.C.W.—May.W.A. 

A.W.A.—O.F.A.A.—O.W.A. 


































GENERAL MERCHANDISE, FREEZER STORAGE 
Quick Blast Freezing Mechanized Efficiency 
Under Cover Protection Strictly Fireproof 
U.S. Customs and ADT Protection 


General Liquor Low Insurance Rates 
Storage 


CINCINNATI 


Every Modern 
Advantage 







Over 9,000,000 Cubic Feet 
11 Car Switch In Buliding 
65 Loading Docks 

Pool Car Distribution 
Long Distance Track Terminals 


stale iets TERMINAL WAREHOUSES INC. 


FF E, WAREHOUSE AND DISPLAY SPA 


CINCINNATI 2, OHIO 


NARW 


49 Central Ave. 


Siieaeey 1-8070 


MEMRER-AWA-OWA 








CLEVELAND, OHIO | 
NATIONAL TERMINALS CORPORATION 


1200 West Ninth Street, Cleveland 13, Ohio 


Four Modern Warehouses in Downtown Section 
General Storage, Cold Storage. Office Space and Stevedoring 
at our waterfront docks. 

















CLEVELAND, OHIO 
Complete Modern Facilities For 
Siilaictsbaee: Vale Mme Saelalelasliael 
Warehousing And Distribution 


RAILWAY WAREHOUSES 


Division of Gera Corporation 
3540 Croton Ave. ¢ Cleveland 15, Ohio « MAia 1-0030 













COLUM BUS, OH [() ONE OF cenrRAt on10's LAnGEST enNRERORS 


@ Pool Car Distribution ae ee 

@ Fast, economical local 
delivery service 

@ Low insurance rate 


@ Centrally located 


CENTRAL OHIO WAREHOUSE COMPANY 


ocr 








412 McCOY ST. © COLUMBUS 3, OHIO © CA 8-3571 © TWX CL-264 








COLUMBUS, OHIO | 








CLEVELAND, OHIO | May We Serve You? 


ASSEMBLY DISTRIBUTION SERVICE, INC. 


1280 East 38th Street P. ©. Box 5310 
Cleveland 14, Ohio EXpress 1-4970 


Re-packing Specialists Pool Distribution 





Storage 








CLEVELAND, OHIO | COMPLETE WAREHOUSING SERVICE 
THE CONATY WAREHOUSE COMPANY 


Merchandise Storage Pool Car Distribution 
LOCA: DELIVERY 
PRIVATE SIDING ERIE RAILROAD 
654 LEADER BLDG. CLEVELAND 14, OHIO 
Represented by Affiliated Warshouse Companies, New Yerk City & Chicago, til. 














COLUMBUS TERMINAL WAREHOUSE CO. 





119 East Conte 8 umbus 8, 
a and storage facilities. A.D.T. 
Private deuble track siding. Free switshing 
frem all railroads. 
s. ‘talent A " West aoe St 
ve. 
wa 2- a PEan 6-0967 
~ 
@ § Oe ave ou oc owe or 











COLUMBUS, OHIO | 


THE MERCHANDISE WAREHOUSE CO. 
370 W. Broad St., Columbus 8 


Complete service for 
MERCHANDISE STORAGE and DISTRIBUTION 
Private Siding NYC and Big Four 14 Car Capacity 
Pool Car Distribution A.D.T. Service 
Centrally Located + Modern Faciiities 
Members A.C.W.—0.A.W.—A.W.A. 














COLUMBUS, OHIO | 
The NEILSTON STORAGE CO. 


260 East Naghten Street, Columbus 15 


Modern warehouse for merchandise—Low insurance £ 
— Central Lecation in jobbing district — Private [<, 
railroad siding—Pool cars distributed. ; 











Member of O.W.A. 
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DISTRIBUTION AGE 























and Firms are Arranged Alphabetically 
COLUMBUS, OHIO 





TWX-CL 178 











MERCHANDISE WAREHOUSING 
- POOL CAR DISTRIBUTION 


IN oy ame). | AREA 










135,000 square feet of sprinklered space A. D. T. protected 
*10 car private rail sidings, free switching to all railroads 
*Ample truck docks « City Deliveries * Transit storage * 
Modern h i * Every ship photo- 
graphed * Prompt reports Leased space available. 


Phone BAldwin 6-1696 



















Teletype OY 354 


Represented By 
Afptatidwscenoust companies 
165 w. One 44mm Street 





101 Bainbridge St. 
Dayton 2, Ohio 


New York 36 
“MU 2-6927 









23 25160 








Dy Wake) iE 
OLDEST 


eye] +4] 
BEST 


WAREHOUSE 


THE 

ite), yee) 7 cd 3 
on COMPANY 
Vy 


10 &. CONOVER S&T. 
BALDWIN 6-1871 













ANY WAY YOU LOOK ATIT... 
FOR EFFICIENT STORAGE AND 
DISTRIBUTION IN DETROIT, TOLEDO 

AND FORT WAYNE, IT’S... 


EDGAR'S WAREHOUSES 


1925 HOWARD ST. + DETROIT 16 + TA 5-0008 





TOLEDO, OHIO 














TOLEDO, OHIO | 


LARGEST MODERN PUBLIC GENERAL MERCHANDISE 
AND COLD STORAGE WAREHOUSE IN TOLEDO AND 
NORTHWESTERN OHIO. CAPACITY 4,500,000 CU. FT 
FOUR PRIVATE SIDINGS—NYC AND B&O RR's. 
COMPLETE WAREHOUSING SERVICE. 
CO. 


GREAT LAKES wissistie CO. 


WAREHOUSE 
321-359 MORRIS ST. 


TOLEDO, OHIO | Teletype No. TO 749 
MERCHANTS AND MANUFACTURERS WAREHOUSE CO. 


Office and Main Warehouse: 15-29 So. Ontario St., Toledo 3 
CENTER OF JOBBING DISTRICT 

Maem =Sprinklered Buildings—100,000 square feet Dry Storage— 
ma 670,000 cubic feet Cool Storage—Private Siding—Nickel Plate 
m Road. Free Switching. Merchandise Storage—Pool Car Dis- 
tribution—Negotiable Receipts—Transit Storage Privileges— 
Low Insurance Rate—City Delivery System. 








Member of AWA 














JULY 1959 








TOLEDO, OHIO ) '*QUICK SHIPPERS" 
TOLEDO TERMINAL WAREHOUSE, INC. 


128-138 VANCE STREET, TOLEDO 2, OHIO 
Merchandise storage ® Pool car distribution © 
Fireproof ¢ Private siding Nickel Plate Road 
® Free switching ©¢ Negotiable receipts ® 
Transit storage arrangements @ Motor truck 
service @ Located in jobbing district. 

Member of O.W.A.—Toledo C. of C. 


YOUNGSTOWN, OHIO | 


LEDERER «& 
TERMINALS & 


‘ HAVE SOMETHING IN STORE for you . . 
West Commeres St.—North to Belmont Aves., Youngstown 3, ‘O. 


OKLAHOMA CITY, OKLA. 
'TAX FREE 
TRANSIT STORAGE 
GENERAL WAREHOUSE CORP. 


911 S. WALKER ST., OKLAHOMA CITY, OKLA. 
PHONE: REGENT 9-1424 RALPH HUGHES, Mgr. 


OKLAHOMA CITY, OKLA. Established 1889 
ceed. K- TRANSFER 0. & STORAGE CO. 
SS Oe x 5) Cr ae Op 














Private Sidings 





























“AND DISTRIBUTION 


GENERAL WAREHOUSING 











TULSA, OKLA. 
eS! 6UTAX FREE 
TRANSIT STORAGE 


GENERAL WAREHOUSE CORP. 


10 N. CHEYENNE, TULSA, OKLA. 
PHONE: GIBSON 7-4405 TWX: TU-1222 
H. J. McKITTERICK, Mgr. 














IN PORTLAND, OREGON 


... Stace (S64 


EXPERIENCED SHIPPERS 
USE HOLMAN 


WAREHU' ING> DISTRIBUTION + TRUCKING 


48 S. E. HAWTHORNE BLVD. 
IN PORTLAND = GET THE JOB DONE RIGHT WITH... 


OREGON ieewinens 
TRANSFER CO. 


Phone CA 7-1281 
® WAREHOUSING ® TRUCKING 
® DISTRIBUT.ON 









Represented by: 
Distribution Service, ine. 











PORTLAND, ORE. | 40 years of RAPID Saibiegien 
RAPID TRANSFER & STORAGE Co. 


907 N. W. IRVING ST. * PORTLAND, ORE 
DISTRIBUTION « STORAGE « LOCAL DRAYAGE 


MEMBER me 4 
Associated Warehouses, Inc. American Warehousemen's By, “ven? « 
Chicago and New York Association Sia oe 









SO 












IN Rudie 
PORTLAND, ORE. | W/sJ hee Ire 


IT'S 1233 N. W. 12th AVENUE (9) 
CApitol 7-0561 








ALLENTOWN, PA. | 


Hummel Warehouse Company, Inc. 
728-40 North 15th Street 
Complete Merchandise Storage and 


Pool Car Distribution 
Truck Serviee—P.U.C. and 1.C.C. Certificates 


Member A.W.A. 











For Shippers’ Convenience, States, Cities 





HARRISBURG, PA. | 
HARRISBURG WAREHOUSE DIV. 


GENERAL MERCHANDISE STORAGH 
POOL CARS DISTRIBUTED 
BRICK BUILDING—LOW INSURANCE 
STORE DOOR DELIVERY ARRANGED FOR 
PENNA. R. R. SIDING 
OPERATING KEYSTONE WAREHOUSE 


LANCASTER, PA. | 
LANCASTER STORAGE CO. 


342 N. Queen St. 
Merchandise and Household Goods Storage 


Crating—Domestic and Export, Carload Distribution 
Local, Long Distance Moving 


WESTERN WAREHOUSING CO. 





























C. W. NICHOLAS, Pres. Bst 


0. H. Nicholas Transfer & Stenge Co. 
324 So. McKean St. 
Merchandise and Household Goods 


Peel Car Distributice Packing and Crating 
3 Car Sidiag Free Gwitehies 


2 Warehouses 41,000 sq. ft. 


Private Siding—L.V.B.R. 
BUTLER, PA| 











ERIE, PA. | 


ERIE WAREHOUSE CO. 


COMMERCIAL STORAGE AND 
POOL CAR DISTRIBUTION 
THROUGHOUT NORTHWESTERN 
PENNSYLVANIA & WESTERN N. Y. 


1258 W. 18TH ST. TEL. 2-2957 














TU 
3 
Nl 


M.V. IRWIN 2 7332.22 


OFFERS ERIE’'S LARGEST AND MOST MODERN 
STORAGE AND WAREHOUSE FACILITIES 
DOORS ACCOMMODATE RAILROAD CARS, TRUCKS 


@ TRANSPORTATION © POOL CAR DISTRIBUTION 
Phone: Glendale 5-4486 

















HARRISBURG, PAL 12-car siding, PRR. 








r equipment, 


IBUTION 


throughout Eastern Pennsylvania - 
serving Pool Car and Pool Truck 
Shippers, 75 vehicles, 10,000 sq. ft. 
terminal dock. Additional terminalg 
in York and Lancaster, Pa, 


Contre 
Pyramid of trl fy STORAGE 6 TAAESTES C0. 


0000000000000 0060000000% TWX: HB 344 


P.0.Box 282, Harrisburg, Pa. « Phone CEdar 4-1118 


















HARRISBURG, PA. | INC, 1902 
HARRISBURG STORAGE CO. 


120,000 SQ. FT.—SPRINKLERED—LOW INSURANCE 
POOL CAR AND POOL TRUCK DISTRIBUTION 
STORAGE-IN-TRANSIT 
P.O. Box 306, Harrisburg, Pa. — TWX HB291 
Phone: CEdar 4-3033 
A “Natural”? Center for Distribution 
Member—AMERICAN WAREHOUSEMEN'S ASSN. 
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Member of A.W.A P.W.A 


COMMERCIAL WAREHOUSING CO. 


Meadow and Wolf Sts Philadelphia 48 DEwey 4-8000 


Complete Storage and Distribution Service 


Private Siding + Pool Car Distribution 


Low Insurance Rates 





WE QFFER COMPLETE SERVICES 
GENERAL STORAGE & WAREHOUSING 
ja ‘ e & Office Service 


rexe] 
ding Into B 


“MELVILLE WAREHOUSE CO. 


780 S. 52nd St., Phila. 43, Pa. GR 6-8400 








Here’s how storage 


at MERCHANTS 
builds your sales 


Store your packaged merchandise at one of the 
9 Philadelphia Merchants Warehouses and your 
profits will increase! Why? Because, due to the 
wide diversification of items we handle, pickups 
are made almost daily by distributors and over- 
the-road trucks. Result: faster turnover. Gener- 
ous dock space, mechanized handling, and over 
1,300,000 square feet of floor space assure you 
speed and efficiency. Other Merchants advan- 
tages: low insurance rates, modest rentals, direct 
connections with the Pennsylvania, Reading and 
B&O Railroads. 


MERCHANTS WAREHOUSE 
COMPANY 


10 Chestnut Street «* Philadelphia 6, Pa. 
WAlnut 5-8070 






For 72 years— 
Responsibility, Efficiency, Experience 


G \ 
™E CHAIN OF 
TIDEWATER ] 

(| TERMINALS » 


AND INLAND 4 
. a 





DISTRIBUTION AGE 














and Firms are Arranged Alphabetically 
Public 


PHILADELPHIA 












Yes, we can prove to you that distribution through 
“Pennsylvania” is more flexible, efficient and economical 
than branch facilities. Here are 22 big, modern ware- 
houses—strategically located to serve this key marketing 
area. Over 1,000,000 sq. ft. of free and bonded storage 
space; low insurance rates. 


Workmen are careful and competent. Modern mecha- 
nized equipment moves the most difficult commodities 
safely and swiftly. Exceptional rail and highway facilities. 
One- to 10-ton trucks for fast store-door delivery. Write 
us today for full information about the money-saving 
advantages “Pennsylvania” offers you in Philadelphia. 


REPRESENTATIVES: 


J. W. Terreforte, 250 Park Ave., New York 17 
Henry H. Becker, 53 W. Jackson Blvd., Chicago 4 


PENNSYLVANIA 


WAREHOUSING & SAFE DEPOSIT CO. 
303 Chestnut Street + Philadelphia 6, Pa. + Tel. LOmbard 3-3893 










PITTSBURGH, PA. \ Vincent White Owner and Manager 
2525 Railroad Street, PITTSBURGH 22 


{ In the heart of Pittsburgh’s ] 
Jobbing District 
STORAGE IN TRANSIT 
B. & O. and P.R.R. SIDINGS 


COMPLETE TRUCKING FACILITIES 
A.D.T. PROTECTION 


WHITE vice 


Also Operators of 
WHITE MOTOR EXPRESS CO. 
Established 1918 














SCRANTON, PA. Established 192 
MIFFLIN WAREHOUSE CO. 


N. Washington Ave. & Pine St., Scranton 9, Pa. 
MODERN WAREHOUSE SERVICE 


New one story structure, completely sprinklered and fully 
palletized. 
Private siding Erie Raiiroad. Pool car distribution. 
Experienced personnel. 











SCRANTON, PA. | 
THE QUACKENBUSH WAREHOUSE CO. 


100 W. Poplar Street, Scranton 9, Pa. 
WAREHOUSING AND DISTRIBUTION since 1894 


A. D. T. Protection 
STORAGE-IN-TRANSIT + DL&EW SIDING 














TERMINAL WAREHOUSE CO. 


81 Fairmount Ave. Phone MArket 7-0160 Phila. 23, Pa. 
Storage—Hauling—Pool Car Distribution—U. $. Customs Bonded— 


Storage in Transit—Reading & PRR Sidings 


Philadelphia's finest since 1904 
Member American Warehousemen’s Assn.—Distribution Servies, im. 





CHARLESTON, S. C. | ALL DISTRIBUTION AND STORAGE —— —_ 


GREATER CHARLESTON AND SOUTH CA 


BERKELEY STORAGE COMPANY 


PORT PARK, CHARLESTON, S. C. 
P.O. Box 4414 Charleston Hgts., S. C. 
Telephone: SH 4-4130 
PRIVATE SIDING © SPRINKLER PROTECTED 
Member: S.E.W. & M.A. 





40,000 SQ. FT. @ 








PITTSBURGH, PA. | 
 * P sonabiael Warehousing 


IN PITTSBURGH 


CENTRALLY LOCATED 





General Merchandise 
Storage 
Distribution 

Daily cartage within 75 
mile radius 

Pool car distributors 

PRR 7 car siding 

150,000 sq ft. One floor 





MGR. 


M. MALLET—GENL. 


BEACON WAREHOUSE INC. 


3011-39 SMALLMAN ST. PGH. EXPRESS 1-3420 








For more product information use the 
READERS’ SERVICE CARD 


Elsewhere in this issue to check your selections 











Merchandise and Household Goods 
STORAGE and DISTRIBUTION 


Modern Concrete Warehouse. 100,000 Square Feet of Storage Space. 
Private Tracks Connecting with All Railroad and Steamship Lines. 
Motor Truck Service. Low Insurance Rates. 





CHARLESTON WAREHOUSE 


PX bee lel a eV ill iceete) ite) 7 yale), | 
16 HASELL ST., CHARLESTON, S. C. 
Telephone 2-2918 Member of 4.C.W.-4.8 .A-May.# .A. 

















COLUMBIA, S. C. | Est. 1928—31 Years of Reliable Service 
The Ideal $ for Distribution to the 
SOUTHEASTERN STATES 


CAROLINA BONDED STORAGE CO. 


P. O. Box 1889, Columbia, So. Car. 
There is no substitute for experience. Specialists in Pool 
Car Distribution—Merchandise Storage. Private -ailsidings 
—Modern buildings and equipment. Reasonable charges— 
Call on us for real service. 








JULY 1989 

















CHATTANOOGA, TENN. | sncidietieslinticous tans 
Chattanooga Warehouse & Cold Storage Ce. 


1300 Block, Market St., Chattanooga 2, Tenn. 
Merchandise and Cold Storage 


Pool Car Distribution—In-Transit Storage 
Momber of AWA—American Chala eof Warchevuess 











CHATTANOOGA, TENN. | Telephone AMherst 6-4104 
a CHEROKEE WAREHOUSES, INC. 


Chattencege, Tennessee 
ae O Storage and Distribution 
esente iated Ware e Compaales 
105 w. Modisse‘s ‘ ees Woatih st. 
Phone: 


is York 36, 
STate 2- 5180 MUrray Hill 2/3927 











MEMPHIS, TENN. | 
JOHN T. MAYER WAREHOUSE & TERMINAL, INC. 


1157 TERMINAL Call 39-2451 or 35-7007 
BONDED WAREHOUSE 
MODERN ONE STORY—SPRINKLERED 


MPLETELY tno muee 
e AUTOMOBILE e APPL jae ae 


IANCE H 
POOL CAR DISTRIBUTION & STORAGE wf TRAN 
Located on the Frisco-Illinois Central & Missouri Pasiée & L&N 





















with Reciprocal Switching 
MEMPHIS, TENN. 


COMPLETE WAREHOUSE FACILITIES 


for the proper Storage 
and Distribution of your 
Merchandise in the Memphis trade area. 


POOL CAR DISTRIBUTION 
We invite your Inquiries a 

CHICAGO OFFICE, 53 W. Jackson Blvd. 

NEW YORK OFFICE, 250 Park Avenue ~ 


MIDWEST TERMINAL WAREHOUSE CO. 


61 West Georgia Avenue, Memphis 5, Tenn. 
















Owned and Operated by the ST. LOUIS TERMINAL WAREHOUSE CO., ST. LOUIS, MO. 


MEMPHIS, TENN. | W. H. DEARING, Presideat 
POSTON WAREHOUSES, INC. 


Established 1894 
671 to 679 South Main St., Memphis 2 


Insurance Rate $1.20 per $1,000 per Annum. Distribution a Specialty 
Merchandise storage, dependable service, free switching. Local cartage 
delivery. Illinois Central and Cotton Belt Railway tracks. Astomatic 
sprinkler. A.D.T. watchmen. 


MEMPHIS, TENN. | 
VAIDEN WAREHOUSE 


693-699 So. Main St, Memphis 2, Tenn. 
Merchandise Storage 


Brick, Concrete, Sprinklered Warehouse, ADT Automatic fire alarm. Private siding: 
11L Central, StL. & SW RR. Consign shipments via any RR. Pool car distribution. 
Branch office facilities. 

Member Southeastern Assn. 


























For Shippers’ Convenience, States, Cities 





NASHVILLE, TENN. | 
USE THIS NEW MODERN WAREHOUSE 


TO CUT YOUR DISTRIBUTION COST 
AND TO SERVE YOUR CUSTOMERS BETTER 








GENERAL MERCHANDISE STORAGE 


SPOT STOCKS 

POOL CAR DISTRIBUTION 

CITY DELIVERIES AND SHIPMENTS MADE PROMPTLY 
STORAGE IN TRANSIT 

PRIVATE R.R. SIDING, 18 CAR CAPACITY 
UNLIMITED FLOOR LOAD 


ALL FIREPROOF CONSTRUCTION WITH 
SPRINKLER SYSTEM AND ADT PROTECTION 


INSURANCE RATE 6.3 CENTS PER $100 PER YEAR 
MEMBER AMERICAN WAREHOUSEMENS ASSOCIATION 








NASHVILLE 1, TENN. 


Teletype NV 364 


Alpine 5-2736 


CORPUS CHRISTI, TEXAS [ Newest Warehouse in South Texas 
CROCKER TRANSFER & STORAGE CO., INC. 


© Brand new, All Concrete & Masonry * Completely Pelletized 
* Merchandise & Household Goods Storage * Sprinkler-Equipped Established 


* Air-conditioned Rental Offices & Display Room * Pool-Car Distribution 1910 

© 6-Car Private Siding—Free Switching 47,500 Square Feet 
LOWEST INSURANCE RATES IN AREA 
* P.O. Box 1856 * T.W.X. CC060 © Telephone TUlip 4-351! 
American om in of Warehouses—N.F.W.A.—S.W.T.A.— 


Allied Van Lines, Inc. 











817 Brewster St. 
Members: 








DALLAS, TEXAS | TW BiG WHEEL IN THE SOUTHWEST 








NASHVILLE, TENN. | 2605 Charlotte Ave., Nashville 1 


Central Van & Storage Co. 


MERCANTILE AND HOUSEHOLD STORAGE 
WAREHOUSE STOCK and POOL CAR DISTRIBUTION 
Automatic Sprinkler System—Centrally Located 











Our 84th Year 


SINCE 1875 


Gus K. Weathered, Pres. C. E. Bradley, Vice-Pres. 
Modern Fireproof Construction—Office Displays, 
Manufacturers, and Warehouse Space 
MEMBERS: A.W.A., N.F.W.A., American 
Chain of Warehouses, Southwest Warehouse 
& Transfermen's Assn., Rotary Club. 


Operating H. & N. T. Motor Freight Line. 
Allied Van Lines, Inc., Agent. 



















MS WAREHOUSE C0. 


2ND UNIT SANTA FE BUILDING 








A COMPLETE SERVICE IN 
MERCHANDISE STORAGE AND ae 
DISTRIBUTION SINCE 1911 tin ie 
Wy 

ae 


NORMAN W. NABLO 
Pres. & Gen. Manager 
421 Frederick St. 
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EL PASO, TEXAS [ Telephone: KEystone 2-143! 


“BANKERS of MERCHANDISE''—"'SERVICE with SECURITY" 


WESTERN WAREHOUSES 
1701 Bassett, El Paso, Texas 


Lowest Content Insurance Rate 
Storage of Household Goods & Merchandise, State Bonded. Private 
Trackage—T. P. and So. Pac. Rys. Pool ‘Car Distribution—Motor 
Truck Service. Aeent for Lyon Van Lines. Represented Ld Allied 
Distribution, Inc., Chicago, lll., & New York, N. Y. 





HOUSTON “272#\nconreraree 


Sn 905 Live Oak Street 
ouston And For Pool a Distribution 


HL, 
4, here HOUSTON Freight Service 


INCORPORATED 
A COMPLETE WAREHOUSE & DISTRIBUTION SERVICE 








FORT WORTH, TEXAS | In Fort Worth It's Binyon-O'Keefe 


MERCHANDISE STORING—POOL CAR DISTRIBUTION 

Our modern Centrally ei warehouse is completely equipped to serve 
you with over 200,000 sq. ft. of merchandise and household storage space 
MOVING—STORAGE—PACKING—SHIPPING { 


since BINYON-O'KEEFE | since 
1875 187 


STORAGE Co. 
800 Calhoun St., Fort Worth | 
Associated with Distribution Service, Inc. 














FORT WORTH, TEXAS]. comme wanmovsne 


*POOL CAR DISTRIBUTION SE. 
* MERCHANDISE & HOUSEHOLD GOODS STORAGE Vy 


OHNSON 


STORAGE & VAN CO. 

















UNITED 
STATES 
Lot +} H 2) 
STORAGE 


CORPORATION 


1101 N. E. 2 


MARKET 6-8246 











HOUSTON, TEXAS | . “6g 





ervice with Reliance” 


AMERICAN WAREHOUSES, INC. 


P. 0. Box 1772 © 1918 Collingsworth ¢ Phone: CApitel 86381 « TWX: HO 389 
300,000 Square Feet — One Floor — Car Level — Fully Sprinklered — A.D.T. 


* NEW YORK Rep.—D’Alton, Johnson & Seifert—Murray Hill 7-4975 
e CHICAGO Rep.—M. H. Finger—Canal 6-3544 
* LOS ANGELES Rep.—R. J. Jones—Madison 2-4594 








——— lO 





HOUSTON, TEXAS | 


BETTER WAREHOUSING IN HOUSTON 
Our new warehouse is 800 feet long by 250 feet wide with car spot on 
the Mo. Pac. R.R. for 20 cars at one time. Plenty of truck dock space 
with wide area to maneuver trucks and trailers. 
This modern one-story property with high ceilings and unlimited floor 
oad capacity is fully equipped with modern materials handling apparatus. 


HOUSTON CENTRAL WAREHOUSE and COLD STORAGE CO. 


(Sgn meetin age 
800 Middle Street ovco- ee. Ee Houston 1, Texas 


New Location—Improved Facilties 











HOUSTON, TEXAS | 
Houston Terminal Warehouse & Cold Storage Company 


701 No. SAN JACINTO ST., HOUSTON 2 





Genera] Storage Cold Storage U. S. Customs Bonded 
A. T. Service Pool Car Distribution 
Office Space Display Space Parking Space 


Lowest Insurance Rate 
New York Representative Chicago Representative 
Phone YUkon 6-7722 Phone HArrison 7-3688 











2121 Congress Avenue 
HOUSTON, TEXAS | 
PATRICK TRANSFER & STORAGE CO. 


1117 VINE STREET, HOUSTON 2 
Merchandise and Household Goeds 
Storage—Pool Car Distribution 

A.D.T. LS ne ae 








Member of N.F.W.A.—State and Leosl Ass’ns. 











HOUSTON, TEXAS | 


MERCHANDISE DISTRIBUTION 
Commercial Storage 
BONDED 
Office Space — Parking Space 
T.P.C. STORAGE & TRANSFER CO., Inc. 
2301 Commerce Ave. Houston 2, Texas 
31 Years Warehousing Experience 











HOUSTON, TEXAS | A. &. ™'SPARK'” CARTER 


TEXAS SERVICE WAREHOUSE COMPANY 
702 & 710 Pine Street 
Private Rail Sidings — All Houston Railroads 
General Merchandise — Storage and Distribution 
Sprinklered Throughout A.D.T. Supervisory Service 











HOUSTON, TEXAS | 


UNION TRANSFER & STORAGE COMPANY 
HOUSTON MERCHANDISE MART 
2202 Nance Street P. ©. Box 305 
SPRINKLERED THROUGHOUT — SUPERVISED BY A.D.T. 
MOST MODERN FACILITIES IN SOUTHWEST 
OFFICES YEAR AROUND AIR CONDITIONED 
MERCHANDISE STORAGE EXCLUSIVELY 
A FISHER G. DORSEY INTEREST 














HOUSTON, TEXAS | UNIVERSAL TERMINAL WAREHOUSE CO. 
-1008 Washington Ave., riouston 
Phone: cA 7238 TWX-HO 671 
eeaeoer « ~ Dg trey Car Distribution—Drayage Service 
Central Station Automatic Supervisory 
Sprinkler, ge agg and Fire Alarm Service 
Ww U. Bonded, —. _— 
Rep oth in all principal cities 
UNIVERSAL rCARLOADING & DISTRIBUTING COMPANY 
Division of narra Staves aa co. 
ember: 














HOUSTON, TEXAS | Momber: A.W.A.—S.W.&T.A.—M.W.A. 
WALD TERMINAL WAREHOUSE CO., Inc. 


3 Bonded Warehouses — 175,000 Sq. Ft 
902-920 Live Oak St., Houston 1, Texas 
Established 1914 


MERCHANDISE STORAGE - POOL CAR DISTRIBUTION 


Represented by: Distribution Service, Inc. 
New York—Chicago—San Francisco 
EXPERIENCE e SERVICE * RESPONSIBILITY 


SALT LAKE CITY, UTAH | 











Distributors of Furniture & 
Appliances Exclusively 


NOYCE TRANSFER CO. 


736 West 3rd South, Salt Lake City, Utah 


We don’t want ALL the carload distribution 
JUST YOUR’S 
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SALT LAKE CITY, UTAH | 


REDMAN VAN & STORAGE CO. 


136 S. 4th West Salt Lake City 1, Utah 


Merchandise and Household Goods 


87,000 feet on D. & R.G.W. Tracks 
Free Switching. A.D.T. Fire & Burglary 
Pool car distribution 
Local cartage. Our own trucks 


Member: AWA-NFWA-UtahWA-ATA-UtahMTA—Agents for Bekins Van Lines 


& 


Established 1890 





Represented By 
[AREHOUSE COMPANIES 
105 W. Madison St., 36 W. 44th Street 


Chicago 2 $b New York 36 
$T 2-5180 MU 2-8927 











For Shippers’ Convenience, States, Cities 





gq SPOKANE and the INLAND EMPIRE 


| VERSIDE 
WAREHOUSES, Inc. 


41 East Gray nue, SPOKANE 
Phone TWX SP 1 


ON AND) PACIFIC NATIONAL WAREHOUSES, INC. 
SERVICE | ONE coordinated warehousing and pool-car distribution service 

















SPOKANE WASH. | 


TAYLOR-EDWARDS 
WAREHOUSE & TRANSFER CO., INC. 
800 N. Hamilton St. Spokane 11 
WAREHOUSING e« DISTRIBUTION © TRUCKING 

Represented 


DISTRIBUTION SERVICE INC. 
New York—Chicago—San Francisco 











NORFOLK, VA. 


Series jig 





Security Storage and Van Co. 


500-530 FRONT STREET 


Lone} & & 2 om gio). 3 7 POOL CARS . DISTRIBUTION 
MOTOR VAN AND LIFT VAN SERVICE 


Member Nat'l. F.W.A Allted Van Lines 


NORFOLK, VA. Established 1892 
SOUTHGATE STORAGE (O., INC. 


SOUTHGATE TERMINAL 
P. O. Box 840 


MERCHANDISE 
STORAGE 


© Fully Mechanical and Palletized © Centrally Located 

© Pool Car Distribution © Private Trackage 

© Custom Bonded Space © Local Truck Delivery Service 
© Negotiable Receipts 





Phone: MAdison 2-2619 


ty 5 
i 
we 





Represented By American Chain of Warehouses 








NEW YORK CHICAGO 

250 Park Ave. 53 W. Jackson Bivd. 

YUkon 6-7722 HArrison 7-3688 
SEATTLE, WASH. | hiaiidiiea 





NATIONAL TRANSFER, INC. 
4100 E. MARGINAL WAY SEATTLE 4 
Storage * Cartage * Heavy Hauling * Rigging ° 
Moving * Pool Car Distribution Serving the 
Adjacent Territory Daily 
We Solicit Inquiries for Further Information 











SEATTLE, WASH. 


CIFIC NATIONAL 


Division of Pacific National Warehouses, Jnc 





a ae 5: pean TRANSFER CO. 
Spokane Eugene 2 HANFORD STREET 
Reno 
Vancouver LLOYD TRANSFER CO. STANDARD WAREHOUSE CO. 











San Francisco Pool Car Division Storage Division 
SEATTLE, WASH. | 
TAYLOR-EDWARDS 
WAREHOUSE & TRANSFER CO., INC. 
1020 Fourth Avenue South Seattle 4 
WAREHOUSING e DISTRIBUTION ©¢ TRUCKING 


Represented 8B 
DISTRIBUTION SERVICE, INC. 
New York—Chicago—San Francisco 














CHARLESTON, W.VA. Is Profitable 
WAREHOUSING: For You 
TRANSIT—POOL CAR—AREA CARTAGE 


Guaranty Storage 


Office 100 10th St., Dunbar, W. Va. PO 8-4582 
N.Y.C. and C.&O. Sidings—Reciprocal Switching 








HUNTINGTON, W. VA. | Telephone: JAckson 5-1242 
SERVICE WAREHOUSE CORP. 


550 27th St. Huntington, W. Va. 
Merchandise Storage poem 


Modern, one-story Conerete and Masonry building—73,000 FJ 
sq. ft. Sprinklered. Private siding 10 car cap. A modern 
transit storage distribution center. 


Represented by Associated Warehouses, Inc., N. Y. & Chicago 








ian! 











EAU CLAIRE, WIS.| Serving Industry—Agriculture—Dairying 


Superior 
TRANSIT STORAGE CORPORATION 


A superior storage service, DISTRI IOETION—-TRANSIT— WARENOONNS 
from Eau Claire, proven distribution hub of ntral-western and northern 
Wisconsin. Operating with a service attitude ene. with pride-in-workmanship. 
8 ear Chicago & North Western siding—7 truck d 

SUPERIOR —. STORAGE CORPORATION 
Tele. TEmple 2-1191 P. 0. Box 423, 319 Putnam St., Eau Claire, Wiseensin 











ESTABLISHED 1903 


LEICHT sroraceco 


1401-55 $. STATE ST. © GREEN BAY - WIS. °@ 
Merchandise Storage +. om. | Stete and 
Pool Car Distribution » a Gaal Capacity 


Transit Storage : 
Household Goods Storage Modern Handling Equip- 


GREEN BAY, WIS. 





ment 
Heated—Unhected—Yoard Private Siding on C&NW 
Storage CMStP&P, GBEW Lines 
Waterfront Facilities Reciprocal Switching ell 
Stevedore Services lines 





Complete local and over-the-road truck services 
with 70 units of all types of equipment, including 
low-bed trailers, winches and cranes. 


AERO-MAYFLOWER MOVING AND STORAGE 











pores WIS. | 2302 Darwin Road 








Phone Cherry 4-6255 


HANSENstorace 


OF MADISON, INC. 
MODERN ONE STORY OPERATION 
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MILWAUKEE, WIS. | Private Phone: BRoadway !-8930 


AMERICAN WAREHOUSE CO. 


General Office—525 E. Chicago St. 
3 Clean, Well-Equip Warehouses 
Pool Car/Truck Distribution Specialists 


Customer Preference—Our Best Reference 
Private Siding: C & NW Ry. 
3rd Ward Dist. 








MILWAUKEE, WIS. | —Phone BRoadway 1-7091 


TERMINAL STORAGE CO. 
100-112 W. Seeboth St. 
Milwaukee 4, Wisconsin 

Cooler, Freezer and General Merchandising Storage 


Deep Water Dock, Private Siding 
on C.M.St.P. & P.R.R. 






























Established 1813 





TORONTO, ONT. | 


TORONTO'S LARGEST 


rchandise Storage and Distribution Specialists 
HOWELL warenouses LIMITED 


Head Office: 156 FRONT ST. WEST, TORONTO, CANADA 
Telephone: EMpire 4-0111 
Momber of Camadian Warehousemen's Association 
Represented by Allied Distribution, ine.—Chicage, Ill., & New York, N. Y. 











TORONTO, ONTARIO 
TERMINAL WAREHOUSES LIMITED 


1,000,000 Square Feet 


Storage 
Befrigerated Storage Field Warehousing 
Office Space Cartage 
Rail Sidings Free Switching 
Fireproot Lowest Insurance 


SEN STORAGE OF MADISON INE, 207 Queen's Quay - EM: 3-3411 








Vintienalt ) | Carp. 


- MILWAUKEE'S FINEST — 








TORONTO, ONT. [ ENQUIRIES INVITED 
TORONTO STORAGE CO. LIMITED 


(Batablished 1916) T 2, 
Ber . ‘oronto Ont. 
ae pren Oe @& Free 


1 000 cubic feet. Sprinklered. 
Private Siding. Efficient Loading Facilities 
Cempany Owned Trucks. 
Members of Canadian Warehousemen’s Association. 
“Our Clients do the selling—we do the rest.” 


MONTREAL OOF | Sr TAWRENCE WAREHOUSE INC. 


8-VAN HORNE AVENUE, MONTREAL, CANADA 
200,000 SQ. FT. OF MODERN FIREPROOF SPACE LOCATED 
IN THE EXACT CENTER OF THE CITY OF MONTREAL 


Canadian Customs Bonded. Siding — 8 Cor 
Capacity — Free Switching — All Raliread Connections 


Represented by 
ALLIED DISTRIBUTION, INC. 
CHICAGO, ILL. NEW YORK N Y 




















; A SOLID BLOCK or 
RESPONSIBLE WAREHOUSING 


ALSO LEASE RENTALS OF 
WHOLE BLDGS. OR PARTS 











SO. WATER & E. BRUCE STREETS 


.-- Bulk Handling 


(Continued from Page 45) 























Spector Gets PR Award 





PUPAE Y 2 3 





pneumatic conveying line of steel scale. Then it is processed 
tubing. Sugar is picked up from through a mill and discharged 
the trailer by vacuum and is sub- into another bucket elevator 


sequently transferred to a pres- 
sure air stream in order to be dis- 
tributed to a multiplicity of bins. 

The mis-weighing of an ingre- 
dient, the incomplete discharge of 
a hopper, or the failure of a con- 
veyor to deliver the proper quan- 
tity can ruin a finished product. 

Keasbey and Mattison Co. uses 
silica, Portland cement, and long 
fibre asbestos in the manufacture 
of its asbestos-cement pipe. In its 
operation, raw asbestos is fed 
through a blending mixer to an 
elevator which discharges into a 


JULY 1959 





along with precisely weighted 
quantities of cement and silica. 

The three ingredients enter a 
blending mixer which discharges 
and receives material as called 
for. An error at any time during 
weighing or proportioning cycles 
would result in waste. An auto- 
matic ‘‘fail-safe’’ system uses 
timer alarms which actuate a se- 
ries of lights and bells. At the 
same time the system automati- 
cally shuts off. @ 


(Resume Reading on Page 46) 





W. Stanhaus (left), president of 
Spector Freight System, Inc., accepts 
the Great Dane Trailer-ATA Founda- 
tion award for public relations. Plaque 
and a check for $1000 were presented 
by Victor L. Johnson, Jr., sales man- 
ager of Great Dane Trailers. Spector 
was honored for its “Life’s Wonderful 
Club” program 
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Circle No. 16 on Card, Facing Page 55 


SHIPPERS . . . 


EXPORT MANAGERS . . 
TRAFFIC MEN. . . 





KEEP UP WITH THE COAST! 


We'd like to send you HARBOR HIGHLIGHTS, 
the FREE news magazine of the Port of Long 
Beach. Fact-filled and informative, it's 
yours for the asking... just write (on your 
business letterhead) to: 


PORT OF LONG BEACH 


1333-A El Embarcadero P. 0. Box 570 
Long Beach 2, California 








CLASSIFIED 
ADVERTISING 


RATES: 20c a word — $5 minimum 





HELP WANTED 





HAVE OPENING for man to manage new 24,000 
ft. heated warehouse in Northern New England. 
General commodities and furniture. Experience 
and references required. Good pay, fine com- 
munity with plenty of chance for growth. Send 
all particulars to Box 918, Bangor, Maine. 


SITUATIONS WANTED 


TRAFFIC ASSISTANT—Young married man, re- 
cently from Ireland, desires position in indus- 
try or carrier traffic department 

Willing, conscientious, not afraid to work 
hard. Salary open. Main objective is oppor- 
tunity to pursue career in traffic profession. 

Education includes course in traffic man- 
agement just completed with general Grade 
A average. 

Experience includes position in industrial 
traffic department in Ireland 

Prefer to locate in Greater Philadelphia area. 

GEORGE E. MACKEN 
4 East Coulter Street Philadelphia 44, Pa. 





PACKAGING ENGINEER — Manufacturer wants 
consultant for industrial packaging house or- 
gan. Applicant for this part-time position 
must have broad experience with shipping con- 
tainers, including packaging for foreign ship- 
ments. 

Assignments will include articles on packag- 
ing techniques, preparation of booklets on 
selected shipping problems, and semi-annual 
talks to sales staff on fundamental problems 
connected with large variety of industrial prod- 
ucts being shipped via air, rail, highway and 
water transportation. Write Box 244, DIS- 
TRIBUTION AGE, Chestnut & 5éth Sts., Phila- 
delphia 39, Pa. 
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THE ONLY DIRECT 
COAST-TO-COAST CARRIER! 
...0one carrier responsibility ALL THE WAY 

with NON-STOP, 2-MAN SLEEPER CABS 









NASHVILLE 


») 


—_ 


SAN DIEGO 


—, 





fe) TUCSON 

















Single Carrier. a 


1. HANDLING 


















2. TRACING 
TERMINAL CITIES 
3 INSU RANCE Albany, New York. ..UN. 9-8416 Louisville, Ky........ ME. 6-1361 
° Buffalo, New York......RE. 3910 Nashville, Tenn...... CH. 2-5284 
Chicago, Illinois. ..... LA. 3-7440 New York, New York.LO. 4-3320 
A SAFETY Cleveland, Ohio... ..SH. 9-1666 (N. Bergen, N. J.). .UN. 3-0900 
9 Colo. Springs, Colo. . .ME. 2-1486 Owensboro, Kentucky MU. 3-5363 
Denver, Colorado... .DU. 8-4567 Phoenix, Arizona..... AL. 8-5321 
5. DELIVERY INFORMATION Detroit, Michigan. ....VI.3-9505 Pueblo, Colorado..... Ll. 3-4425 
Evansville, Indiana... .HA. 3-6487 St. Louis, Missouri. . . . CH. 1-7830 
Pi Kansas City, Mo..... HU. 3-9343 Seattle, Washington. ..MA. 4-3850 
Los Angeles, Cal.....AN. 1-0241 Syracuse, New York. .GR. 1-4103 
‘ OFF-LINE SALES OFFICES: 
’ Atlanta **DeKalb, lil. Philadelphia San Francisco 
/ DENVER CHICAGO Boston **Ft. Wayne *Portland, Ore South Bend, Ind 
** Cincinnati **indianapolis Rochester, N.Y. **Toledo 
TRUCKING CO., INC. *Dayton "Milwaukee = * *Rock Island, Ill. Washington, D.C- 
* With Trailer Pool **Trailer Pool Only 

















introduces 2 


New Trucks 


to speed up materials handling...cut costs 


New CRAB TRUCK 


Maneuvers in 
al/ directions 


Advanced 
Materials Handling 
at Less Cost to You 


Here’s the answer to your dream for unusual 

aisle operations. All-directional steer allows truck to 
move in any direction, at any angle, with any 

type of load! The Crab Truck with 65-inch length 
can turn completely around in a 70-inch circle. 
Bulky, odd-shaped loads can be loaded across the 
forks and moved sideways down the aisle. 

Placing and positioning load is done by a reach- 
type fork attachment which can swing load 30° 
each side of center. Capacities: 2,000 thru 4,000 lbs. 


SKYLIFT 


with new electric control 
Costs /ess 
fo operate 


New motor and control give smooth, quiet 
acceleration through entire speed range... 

up to 50% of battery power during maneuvering 
operations. Compact design and fast travel 

and lift speeds make the ELF ideal for plants 


Save 


and warehouses that require a highly 





A eh 
nlomatic 


industrial Trucks 





COMPANY 


WORLD'S LARGEST EXCLUSIVE BUILDER OF 
ELECTRIC-DRIVEN INDUSTRIAL TRUCKS 


Circle No. 17 


maneuverable truck for heavy loads. 

Large battery compartment accommodates 
power supply for toughest jobs. Convenient 
finger-tip controls reduce driver fatigue. 
Capacities, 4,000 thru 10,000 Ibs. 


WRITE TODAY FOR FULL DETAILS 
AUTOMATIC TRANSPORTATION 


Nome —— oa Title 
Firm Nome___ = 

Address —— 

City & Zone- 


Division of The Yale & Towne Manufacturing Co. 
Dept. K-9, 115 West 87th St., Chicago 20, Ill. 


on Card, Facing Page 55, for more information 








